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for lasting safety 
and performance! 


GET SET NOW... give your players a good start towards 
an outstanding season with the finest in equipment that is famous 


for quality 
CHOOSE RIDDELL 


® SAFETY SUSPENSION HELMETS 
The nation’s favorite for lightweight durability with maximum pro- 
tection. In KRA-LITE or TENITE. 


@e TUBULAR BAR GUARDS. 


Tough and thorough protection with full vision. In patented tubular 
KRA-LITE "Single or Double bar styles 


® FOOTBALL SHOES" 

America’s finest line in sturdy athletic tan leather or lightweight 

Kangaroo . . . in high cut and low cut styles with exclusive patented 
* SNUG-TIE“ and 4-S Safety Cleats 


' 
" SEE YOUR RIDDELL DEALER 


_$é.7, RIDDLE 


1259 North Wood Street, 
Chicago 22, Illinois 


NYLON CLEATS STEEL PLATES IN FOAM RUBBER, NYLON REIN- ONE-PIECE OUTSIDE 
STEEL-TIPPED HEEL AND SOLE. FABRIC LINED FORCING TAPES COUNTER POCKETS 
for extra ht Sure-Lock SOCK LINERS lightweight, 


mfort stretch resistant 


OAK LEATHER 
OUT-SOLES are 
Viscol-treated for 
extra life. 


are have specially treated 


leather « 
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RAWLINGS FLEETFOOT 
FOOTBALL SHOES 
BETTER 


The finest materials, expert craftmanship, and close attention to 
manufacturing details. That’s what makes Rawlings Fleetfoot shoes better. They’re 
made on exclusive, specially designed Fleetfoot lasts for snug, firm support and 
free-flexing fit that gives players sure footing at all times. 
» Check the many advantages of Fleetfoot shoes. 
See why Fleetfoot shoes are known for quality—preferred 
each year by more of the top schools and colleges. 


* 
® 


"The Finest In The Field!” 


St. Louis New York los Angeles Dallas Chicago 


_ iy 
MODEL XF / 


Football's finest game shoe. Select Yellow 
back Kangaroo uppers, 100% Nylon 
stitched. Goodyear welt construction. Sizes 
6-13, D and E widtns 


MODEL X8F 


Bluebacs Kangaroo uppers. 100% 
Nylon stitched. Goodyear welt 
One-piece outside counter pockets 
Sizes 6 nd E widths 


MODEL X24F 


Select tanned athletic Leather uy 
pers, 100% Nylon stitched. Good 
year welt construction. Available 
in regular and extra-large size: 


For A Permanent Vacation 
From Laundry Worries 


Pre ie WASHERS 
/S0 WERE 


Install UniMac Equipment 
This Summer! 


if your laundry service has been slow 
and costly, a UniMac 36-lb. washer- 
rinse-extractor combination and a dryer 
will eliminate this headache. 


If you've been trying to handle your 
laundry with inadequate home-type 
washers and are fed up with poor work 
and high maintenance costs, UniMac 
eliminates this headache, too! 


If new construction is planned for your 
school, have the architect and plans 
committee include a UniMac laundry 
installation. 


UniMac’s wash-rinse-extraction is thor- 
ough and fast! Sweat and dirt are im- 
mediately removed. Clean laundry can 
be issued daily. Team morale goes up! 
Necessary inventory and replacements 


go down! 


With UniMac there are no delays, no 
ounting, no checking, no losses. Heavy 
duty construction assures continual trou- 
ble-free operation with a minimum of 
maintenance, 


Get the UniMac Facts 
WRITE TODAY, Dept. K-69 
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RITEWEIGHT 


FOOTBALL SHOES 


The Wilson Riteweight is the finest shoe in foot- 
ball. No idle name—Riteweight—for the Wilson 
shoe combines the right “‘ingredients’’ of weight, 
durability and last to produce a shoe that affords 
greater speed, flexibility for quicker starts, and 
balance for sure footing. 


Genuine Goodyear welt construction; uppers 
of quality Kangaroo or specially tanned cowhide 
pulled over Wilson’s exclusive ‘‘Riteweight” last; 
and Wilson quality construction throughout... 
have made Wilson Riteweight shoes first on 
every field. 

Yes, on the feet of the player, where speed is 
born, Wilson does it best! 


Wilson Riteweight Football shoes 
are available in low or high cut 
models, in regular or kicking toes, 
with Kangaroo or Cowhide up- 
pers. There’s a Wilson Riteweight 
shoe for every job in football. 


L 


PLAN AHEAD « ORDER EARLY 


Hugh McElhenny, star 
of the San Francisco 
49ers, isa member of 
the famed Wilson 
Advisory Staff. 


WHERE SPEED IS BORN— 
WILSON DOES IT BEST 


WILSON SPORTING GOODS CO., CHICAGO (A wisidiory of Wilson & Co., Inc.) 
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Point by point, Hillyard TROPHY, the “Tiffany of Fine Wood Finishes”, meets or exceeds Associa- 
tion standards. MFMA Approved, also listed by Underwriter Laboratory relating to “slip-resistance”’. 


So superior—Trophy has been selected for every major Basketball Tournament floor. 
Above: The Kentucky Fair and Exposition Center, Louisville, Kentucky, scene of 1958-59 N.C.A.A. finals and again in 1959-60. 


Trophy’s tough, thin coats provide a finish so durable it explodes the old theory of “Babying your 
gym floor”. Now your gym can become a multi-purpose activity center. 

These extra thin protective coats give longer wear and do not build into a heavy, thick, yellowing 
film. When you refinish you use your gym twice as long before sanding or removal of old finish is 
necessary. 

Lightest gym finish known. Its non-glare matte finish never darkens — won't check, chip or peel. 
Trophy is the “Finish for Champions”. 


Ask the Hillyard ‘‘Maintaineer®” for expert advice MAIL COUPON T ie) DA ¥ 


on care of i 
ayn pth 0 0 Boge all pearl HILLYARD St. Joseph, Mo., Dept. P-7. 

uv scnoo}, a * 

Y . ee iy oe yor oe Please send me Free literature about Hillyard TROPHY 
floor care program that will mean real finish. 
savings in your budget. He’s Tell me how to remove rubber marks and keep my floor 
“On Your Staff—Not Your Payroll”. slip resistant and dust free. 
[] Please have the Hillyard Maintaineer show me how to 
achieve a ‘Floor Fit for Champions” at a savings. 
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Branches and Warehouse Stocks in Principal Cities 


VERY coach has been advised 

at one time or another to 

make sure to screen out the 

eleven best players on his squad 

If he can accomplish this feat, he’l. 

be sure to field the most representa- 
tive team he can command. 

Separating the men from the boys 
isn’t an easy task, however. Time is 
quite often the controlling factor 
With very limited or no _ spring 
drilling and only a few weeks of 
practice before the first game in the 
fall, it’s difficult to uncover the con- 
tact-loving kids upon whom win- 
ning football is predicated. 

The answer lies in a drill which 
will provide an opportunity to ob- 
serve the squad in early scrimmage, 
yet won’t cause injury to the 
players. 

That’s easier said than done, of 
course. Contact scrimmage for new 
players raises problems, The candi- 
dates are usually inexperienced in 
both team play and in the system 
being used by the coach. And unless 
they can easily grasp and. execute 
a drill, tne coach won’t get a true 
picture of their aggressiveness, 
speed, and strength. The boys will 
tend to hold back because of their 
uncertainty as to what to do. 

The drill that follows offers rich 
rewards as a screening device. It 
overcomes all the aforementioned 
problems as completely as possible, 
including the injury hazard. I can’t 
ever recall a player being incapac- 
itated while running it. 

Beginning with the first practice, 
when the squad meets on the field, 
the coach informs the players to 
“line up in the position you’d like 
to play. beginning with the centers 
over the ball.” 

As a rule, the most aggressive 
and experienced center candidates 


By CHUCK MATHER 


Assistant Coach, Chicago Bears 
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Organization for initial contact, with the two units lined up so 
that the rivals for each position face each other man to man. 


Screening 


will go over the ball first, and the 
other candidates will step in behind 
them, according to their individual 
initiative or their previous season’s 
experience in playing together. This Out 
offers a trenchant insight to the 
coach, enabling him to get a picture 
of how the players rate themselves 

The coach may then continue to 
the other positions in like manner, yY # t 
as for example: “Right guards step our E46, 
up to the scrimmage line beside the 
center,” and etc. for the remaining 
candidates. The coach will even- 


tually line up with straight lines 
of centers, right guards, right tack- Eleven 
les, right ends, left guards, et 

Naturally, there’ll be more back- 
field and end candidates than for 


the interior line positions. At this 
point, the coach can suggest to the Pla ers 
players in the over-subscribed y 
sitions that there might be te! 
opportunity for them to n 
team in other positions. 

The coach can direct thi 
question: “Would anyone 
make a change to balance 
team?” At times a fourth 
string back will move to an 
line position and eventual 
a good man. 

A card should be used 
in the names of the player: 
line up for each position 
then separated into teams. 1 

(Continued on page 4 
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Center pass 
is the Georgia Tech type of 


quick kick (see page 9 


Unlike most 

quick kicks in the T 
the ball is delivered 
to a halfback 


rather than the. fullback 


It is snapped 
at an angle, in the gap 
between the left leg of 

the center and the 


quarterback over him 
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THE 
QUICK 
KICK 


from the 


Standard T 


By HARRY T. GAMBLE 
Coach, Audubon (N. J.) High School 


HE quick kick is probably the 
most neglected ground gaine! 
in high school football today 
Whenever a team lacks a strong 
offensive threat, the quick kick, 
executed properly, can set up scor- 
ing opportunities that wouldn't 
otherwise be possible. Defensively 
its value is unsurpassed for putting 
the opposition in the hole 
Whenever an opponent must put 
the ball into play on or behind its 
own 20-yard line, the percentage 
are definitely against scoring. An 
80-vard offensive drive is extreme- 
ly difficult. It will usually bog down 
before the goal line can be crossed 
A penalty, a fumble, a poorly 
called play or two, or a. lack of 
team stamina will usually put a 
damper on the drive 
The advantage of the quick kick 
over the conventional fourth-dowr 
punt is the important element of 
surprise. On an obvious kicking 
situation, the defensive team has an 
opportunity to prepare for the punt 
Generally, a double or single safety 
is sent deep to field the ball, while 
the remainder of the team is alerted 
to their punt-return blocking a 
signments. 


true of the quick kick. 
no opportunity for a punt 


possible, and usually a 
ilts after the 


ince no one 


kick hits 
is deep 
ld the punt 

defensive 
frantically 
ttempt to recover the bounding 
ball and in his haste fumble it away 
team. So, what a 
had been a back-to- 
become an 
inity to start an offensive 
within the oppo- 
to say nothing 
both 


Mar times a safety 


man on the run will 


to the kicking 
nent before 
wall ituation has 
pport 
drive from deep 
‘rritory 
nge in morale for 

club 
kick is a standard sin- 
le-wing weapon. However, we’ve 
been able to use it with a great deal 
standard T for- 


The quick 


of ucce Irom a 
mation 

five-year coaching 
executed the quick 
kick in two ways—the only differ- 
ence being the method used by the 
kicker to position himself. 

In both cases the center assumes 
hand position on the ball to facili- 
tate the spiral center to the full- 
back. (Because we use the quick 


During ou! 
we ve 


areer 


kick as part of our offensive game, 


place both 
hands on the ball on all regular 
plays—direct snap to quarterback 
to avoid a quick-kick tip.) 
One-half count before the ball 
is to be hiked, the center drops his 
head to ready himself for the hike 
to the fullback, Because of this half- 
count preparation prior to the kick. 
we've found that hiking the ball on 
the third count been the most 
uccessful in executing the quick- 


" 1 
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we tell our center to 


has 


play 

The quarterback him- 
elf behind the center in his normal 
but places his hands flat 
center’s 


positions 


Bi position 


and hard against the rear 
to avoid getting them in the way of 
center snap. On the snap of the 


he seals to the left. 


Since we use a winged T, one adopted another pre-kick maneuver 


back is always stationed as a flanker. 
On the quick kick we usually place 
our left halfback out as the flanker 
and keep our right halfback in to 
block for our right-footed kicker. 

The right halfback actually doesn’t 
block as on a conventional punt, but 
rather drives straight ahead into 
the hand-off hole to seal solid the 
area immediately in front of the 
kicker. 

We tell the line to fire out ag- 
gressively as on a running play, 
while both ends and flanker sprint 
downfield as rapidly as possible to 
cover the kick. 

The fullback, or the man in the 
fullback position, is normally our 
quick kicker. Ideally, the regular 
fullback should handle the quick- 
kicking assignments, thus again 
eliminating a tip-off that could 
occur if substituting a kicker to 
carry out the job. 


POSITIONING THE KICKER 


Previously, I mentioned that we 
have used two techniques in posi- 
tioning the kicker prior to the punt. 
The first method, which we've 
stopped using, was to have the 
kicker line up in the normal full- 
back position (3% yards from the 
line of scrimmage). One count be- 
fore the ball was to be hiked, he 
would back up rapidly 3 steps, re- 
ceive the ball, and punt. 

We found that this type pre-kick 
movement would enable the defen- 
sive safety man to key on the full- 
back’s backward movement and re- 
treat quickly to a fielding position. 
To offset this type of defensive re- 
action, we designed several plays 
which developed from the quick- 
kick fake. 

Although we had success with 
these plays, we felt we weren’t get- 
ting the best possible use from 
our quick kick. Consequently, we 


to eliminate the kicker’s backward 
movement. 

This maneuver is simply to hine 
our fullback and halfback up one 
yard deeper than usual. Since both 
men line up deeper, it’s almost im- 
possible for a defensive opponent to 
recognize the slight change in offen- 
sive alignment. 

On the snap of the ball, the kicker 
takes a rocker step backward with 
his left (non-kicking) foot. Then, 
with the ball in possession, he steps 
forward with his left (non-kicking) 
foot and kicks with his right foot, 
getting the ball away with a min- 
imum of advancement toward the 
line of scrimmage. The rocker-step 
technique allows him to kick quick- 
ly and at a safe distance behind the 
line of scrimmage. 

During our first five games last 
season, we averaged two quick 
kicks per game. (Due to an injury, 
our quick-kicker wasn’t available 
for the four remaining games.) 

In one game following a quick 
kick executed on our 45-yard line 
on second down and long yardage, 
the ball went out of bounds on the 
defense’s two-yard line, and a 
safety was scored which eventually 
decided the contest in our favor, 9-7. 

Throughout these five ball games, 
we quick-kicked on first, second, 
third, and fourth downs. We've 
found that it has been equally ef- 
fective on fourth down. With the 
defensive team playing deep for the 
punt, we line up in our regular 
offensive formation, forcing them 
to hurry in to protect for the run or 
pass. We then quick-kick over their 
heads. 

If we were to pin-point our sea- 
son’s success to the one play which 
was most valuable, the honor would 
have to be given to the quick-kick. 
Add it to your repertoire of plays 
for next season and see for yourself. 


Photos taken at U. of Delaware 


JRGIA TECH ANGLE KICK 


a low lead pass from center, the 

lf takes a short step with his right 

then a full step with his left to face 

the sideline. Swinging his kicking foot .in 

an arc, he strikes the ball about three- 

quarters away from the end, providing 

maximum impetus on one end and maxi- 

mum roll. Since the safety man will usually 

be going to his left, the ball can be kicked 

to his right—-an easy, natural thing to do 
with this type of arc kick. 


ROCKER STEP 


e ball is delivered to the 
of his kicking foot, the 
ck takes a short step back 
his non-kicking (left) foot 
receiving the ball, he 
a regular step with his 
ot and boots the ball 
his right foot. This rocker- 
technique permits him to 
quickly and at a safe dis- 
behind the line 


syllabus for 
quarterback, 
the coach must definitely de- 
limit and categorize the basic ma- 
neuvers. What the qb does on a 
dive-belly-pitch series, for example, 

; quite different from a spin, fake, 
or fade, or a bootleg sequence; and 
this difference must be rocognized 
as fundamental. 

It’s possible to break down 
different motor skills as follows: 
I. Basic Footwork 

1. Cross-over step 

2. Reverse 

3. Drop step 
Il. Basic Ball-Handling and Faking 
Skills 

1. Normal T 

(a) Hand-off, 
quick, prolonged 

(b) Pitch-out, fake 
inderhand, overhand 

(c) Forward 


N SETTING UP a 
the T formation 


his 
pivot 


backfield execution 
fake hand-off— 


pitchout 


pass, fake forward 
pas 
(d) Pump fake 
(e) Hand fake without ball 
2. Avoidance of tacklers by passer 
(a) Side-step und fake side-step, 
cross-step 

(b) Rollout change-of-pace 
III. Footwork and Ball-Handling in 
Tupical Play Sequences 

] Dive-belly-pitch 


Drop-step turned rt., directly back, turned left 


2. Split T dive-option 
3. Spin, fake, and fade 
. Fade, draw, and fade 
5. Direct fade-back 
3. Rollout 
. Quick pitch, trap, and roll 
. Bootleg 
“Eating” the Ball 

Now let’s take a closer look at the 
actual mechanics of these maneu- 
vers. 

Upon receipt of the center pass, 
the T qb’s initial steps in play exe- 
cution will, except for the stand-up 
pass and the sneak, take one of 
three possible step patterns—cross- 
over step, reverse pivot, and drop- 
step. Each of these fundamentais 
may be executed moving right or 
left. 

The cross-over step is used on all 
plays demanding fast lateral move- 
ment to one side or the other. The 
qb initiates the movement to one 
side by taking the first step with the 
opposite foot. This is the fastest pos- 
sible means of beginning locomotor 
movement. 

The reverse pivot is used on plays 
necessitating maximum ball conceal- 
ment and backfield observation. The 
qb turns his back to the line, using 
one foot as a fixed point upon which 
to turn the body by means of the 


By GLENN G. DAHLEM, Winona (Minn.) State College 
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other foot. Since this places the qb’s 
body between the ball and the op- 
position, it offers the most efficient 
means of quickly concealing the ball. 

The drop-step is used to shift the 
balance backward rapidly, prepara- 
tory to a movement away from the 
line. It entails a forceful backward 
step with one foot followed by a 
back or sideward movement of the 
other foot to maintain balance and 
continuity of motion. When a direct 
fadeback is involved, the first step 
is generally with the right foot for 
a right-handed passer. 

The drop-step represents the most 
natural means of initiating a decisive 
backward movement while focusing 
one’s attention to the front or side. 

The quarterback’s ball-handling 
and faking procedures may be di- 
vided into two categories—those in- 
volving manipulation of the ball in 
normal backfield play execution, and 
those used to avoid being tackled 
while attempting to pass. 

In normal backfield play execu- 
tion, fundamental ball - handling 
skills are the: (1) hand-off and fake 
hand-off, (2) pitchout and fake 
pitchout, (3) forward pass and fake 
forward pass. Also used to good ad- 
vantage are the (4) pump fake, and 
(5) hand fake without ball. 


QB FOOTWORK 


SCHOLASTIC COACH 


v 


2 HEAD FAKE 


1 FAKE PASS 


The side-step (right-handed passer) and fake side-step cross-step 


The hand-off and fake hand-off is 
the most common ball-handling skill 
in the T offense. It’s used following 
a cross-over step start in such plays 
as the dive and following a reverse 
pivot in quick and delayed plays up 
the middle. 

The hand-off and fake hand-off 
exists in two forms—the quick, as 
used in the plays mentioned above, 
and the prolonged, an integral com- 
ponent of the belly, or ride series. 

The fundamental is executed by 
moving the ball, while held with 
both hands, on a horizontal plane 
into the stomach area of a back 
moving into the line. The ball is left 
there to constitute a hand-off, and 
removed to accomplish a fake. 

To be effective, the ball must 
strike the back’s midsection deci- 
sively, in position to be grasped im- 
mediately with both hands. Exactly 
the same motion is used by the 
quarterback, whether the ball is to 
be handed off or faked. 

In the prolonged form, the ball is 
placed in the same manner as the 
quick, but is left in this position with 
the back’s (usually the fullback’s) 
hands clutched loosely about it, 
while the quarterback moves with 
him for several strides. Then the 

(Continued on page 50) 
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The Split T dive-option series (as it is run to the right) 


JUNE, 1959 
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CROSS-OVER STEP 


FULLBACK: On the snap the right half drives into the line, 
the fullback powers forward, and the left halfback comes 
across. The quarterback takes the snap and steps up and out 
toward the fullback. The latter presents a perfect target for 
the hand-off, extending his near arm with the forearm parallel 


to the ground and keeping his far arm close to the hip. The 


LEFT HALFBACK: The play starts out in the identical fash- 
ion, with the right halfback sprinting straight ahead, the full- 


back driving in, and the left halfback coming across. As before, 
the quarterback steps up and out and apparently places the 
ball into the fullback’s stomach. The fullback aids the deception 
with a superb fake, covering his hip with both hands (see last 
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quarterback slips the ball into the fullback’s far hip with a 
belt-to-belt movement, and the fullback quickly covers it up and 
drives straight ahead. The quarterback then fakes a pass to 
the left half and retreats rapidly into the backfield. As you can 
see in the last photo, the defense—if the faking is executed as 
nicely as this—is confronted with a rec! problem. 


two photos). But this time the quarterback withdraws the ball, 
steps toward the left halfback, and slips him the hand-off, after 
which he again retreats rapidly as if retaining possession for a 
possible pass. Quite obviously, with a smart faking quartet in 
the backfield, the defense is going to be constantly confused 
by the speed and deception of this attack. 


SOUTH 
CAROLINA’S 
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SERIES 


By PETER T. DYER 


Coach, Dobbs Ferry (N. Y.) High School 


Defensive 


Key-Breakers 


ITH the advent of stepped- 

up defensive systems that 

include intelligent keying 
and many alignments, it’s becom- 
ing increasingly difficult to score 
touchdowns. 

Years ago, you could adjust your 
offensive system to meet adequately 
the defense you knew you'd see on 
Saturday. Today, you face an oppo- 
nent who may throw several funda- 
mentally sound keying defenses at 
you and completely snar] your basic 
offensive system of play. 

To combat this, the offense must 
find ways to break down the keys 
of the secondary defense. 

All fundamentally sound defenses 
include defensive keys for the 
secondary defenders. These keys 
usually directly relate to the offen- 
sive system being defensed at the 
time. 

For instance, if you're an unbal- 
anced-line single-wing team, your 
running guards and your blocking 
back made excellent keys for the 
secondary defenders. By following 
the movements of the running 
guards and the blocking back, the 
defensive linebacke: are usually 
brought to or very near th: tical 
point of the attack 

What we’re trying to do here is 
offer some plays from se\ | dif- 
ferent series that will serve key- 
breakers” against the well iched 
defensive opponent. Yes, t ppo- 
nent must be well-school« de- 
fensive play, and a good ting 
defensive club, in order 1 these 
“key-breakers” to be effe ( If 
the defensive opponent h ever 
been taught to key anythin any- 
body, then you’re wasting } time 
in trying to influence him th in- 


itially deceiving movements. on 
offense. 

Your scouting report on the com- 
ing opponent should include the de 
jensive reaction to the offense at 
each defensive position. This isn't 
an easy thing to accomplish, but it 
can be done with enough people do- 
ing the scouting. 

It isn’t enough to discern the vari- 
ous alignments that a defensive 
team will use, ,It’s even more im 
portant to determine how they react 
immediately after the ball has been 
snapped. If you can figure out who 
and how their secondary defenses 
key, you’re now in position to run 
“key-breakers’’ for long-gainers. 

A basic knowledge of the most 
popular defensive alignments in 
football today should help tell you 
what keys will be used in each 
alignment. 

Let's categorize some “key-break- 
ers” by offensive positions. For the 
sake of consistency, we'll use the 
Oklahoma 5-4-2 versus all the play: 
as it’s prubably the most popular of 
all the basic defenses today. All 
plays will be illustrated to one side 
only 

KEYING THE QUARTERBACK OR 
FULLBACK IN THE SPLIT-T: If 
your offense is the basic Split-T Serie 
as is ours at Dobbs Ferry, you'll find 
that most teams (regardless of thei 
alignment) will have their lineback 
ers key the quarterback. 

[In the Split-T Series, the quarte: 
back and fullback are both quite de 
pendable keys, as they move out i: 
the direction of the play most of the 
time. We’ve found that the quarte: 
back counter, fullback counter. and 
the Oklahoma Reverse can hurt a de 
fensive team that relies too much on 
keying our quarterback or fullback 

In the quarterback counter, the 
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quarterback steps up into the line of 
crimmage with his right foot at the 
nap of the ball and rolls his head 
and shoulders toward the right side- 
ine. The quarterback then pushes off 
his right foot and comes back up the 
middle over the inside hip of his left 
guard 
The quarterback’s initial step to the 
right with a head and shoulder fake 
he diving right halfback and 
trong-side flow of the fullback and 
left halfback should set the middle 
guard and the two keying interior 
linebackers in position to be easily 
blocked by the center and two guards 
(Diag, 1). 


SPLIT QB COUNTER 
(QB AND FLOW KEY- BREAKER) 


The fullback counter accomplishes 
much the same thing as the quarter- 
back counter, except that it has two 
distinct advantages over the quarter- 
back counter. It makes for a better 
fake to the right halfback, as the 
quarterback takes not only his first 
tep up into the line with his right 
foot, but takes the cross-over step 
with his left foot and extends his 
empty left hand out to the diving 
right halfback. This will tend to throw 
the linebackers off the critical point 
of attack to even a greater extent. 

The quarterback then pivots 200 
on his left foot and hands off to the 
fullback, who taken a jab or 
counter step with his right foot and 
lants back over his left guard’s inside 
hip (Diag. 2). 


has 


SPLIT T FB COUNTER 
(FB KEY-BREAKER) 


The second advantage lies in the 
fact that the fullback is usually a 
rougher young man than the quarter 
back with a football under his arm. 

The Oklahoma Reverse off the Split- 
T is another maneuver that destroys 
keys on the quarterback and fullback 
(Diag. 3). At the snap, the quarter- 
back steps up into the line with his 
right foot just as he does on every 
Split-T play 

He then cross-over steps with his 
left foot, and, as the left foot strikes 
the ground, he wristflips the ball 
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Straight back toward the goal-line 
between the fullback and left half- 
back into the waiting hands of the 
right halfback. The right half follows 
the pulling left guard either around 
or inside the defensive end, depending 
on which way the guard executes his 
block. 

The right halfback cheats back a 
yard from the fullback and left half- 
back, and, at the snap, steps forward 
with his right foot as if to hit in on 
the dive play. The right halfback’s 
second step is a lateral one to the 
left with his left foot. As the half- 
back’s left foot strikes the ground, he 
should receive the wrist flip from the 
quarterback and follow the running 
guard to the left. 

The quarterback, fullback, and left 
halfback continue around right end, 
causing a flow that will be pursued by 
secondary defenders who are keying 
either the quarterback, fullback, or 
backfield flow. - 

INSIDE BELLY LHB COUNTER 
(FB KEY BREAKER) 


KEYING THE FULLBACK IN THE 
INSIDE BELLY SERIES: The Inside 
Belly Series, which has been run by 
countless teams the past few years, 
has had to do something to remedy 
the fact that the fullback is such a 
dependable key for the defense. 

A couple of fine counters have been 
worked out to destroy this key. The 
halfback counter from this series can 
break clean for long yardage when 
the defensive secondary over-reacts 
on the fullback (Diag. 4). 

In this play, the quarterback takes 
a short fake ride with the fullback 
over right guard and then pivots back 
to the left 180° and hands off to the 
left halfback, who takes one lead step 
with his right foot in the direction of 
his regular inside belly path, then 
veers back in over his own left guard. 

The right half moves on his regular 
blocking course, which is usually the 
first man outside the end. 

Another fine fullback, as well as 
backfield flow, key-breaker is the 
counter shown in Diag. 5 off the In- 
side Belly Series. The quarterback 


once again takes the short ride fake 
with the fullback over right guard, 
then fakes to the left halfback run- 
ning his normal inside belly path over 
his own right tackle. 

The right half takes a fake lead 
step to the right as if to run his block- 
ing course, but then comes back to 
the left behind the flow and receives 
the ball from the quarterback. The 
right half is led back to the weak side 
by the pulling right guard. The full- 
back fills for the pulling guard, which 
would nullify a shooting defensive 
linebacker. 


MAN-IN-MOTION KEY-BREAKER 
FROM POWER SERIES 


KEYING THE MAN-IN-MOTION: 
Diag. 6 shows a power sweep off a 


fake man-in-motion sequence. The 
right halfback flanks to the right, and 
starts back in motion to the left. He 
takes a short lead step with his left 
foot, a cross-over step with his right 
foot, and another left and right step. 

As the right foot strikes the ground 
for the second time, he pushes off back 
toward the right side of the field and 
leads the power sweep around right 
end. This can cause the defensive 
secondary to semi-rotate away from 
the critical point of attack by the time 
the ball is snapped, thus improving 
blocking angles on the secondary de- 
fense and enhancing the chance of a 
long-gaining play. 

KEYING THE OFFENSIVE ENDS: 
When the defensive halfbacks key 
the offensive ends, there are two fine 
play maneuvers that will break down 
the halfbacks’ faith in their key. 

The first play is the halfback run- 
or-pass option play, which I person- 
ally feel is the most devastating single 
offensive play in football today (Diag. 
7). At the snap, the offensive right 
end blocks in on the defensive tackle 
for a three count, along with his right 
tackle. This does two things for the 
offense; it really sets up the defensive 
tackle for am easy pass-protection 
block by the right tackle and it influ- 
ences the defensive left halfback com- 
pletely out of position. 
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LOOK-FOR THE 
WHITE SPOT — SIGN OF 
QUALITY SINCE 1898 


SPOT BILT A MAJOR ADVANCE IN FOOTBALL SHOE STYLING, NOW AVAILABLE 
INTRODUCES FOR THE VERY FIRST TIME 10e superior in both design and quality 


CON | OUR FI | made for greater ease and freedom ter control. In the game or on the sidelines, 
Moe 


here’s the one shoe that duplicate natural form of the foot . allows full 


FOOTBALL relaxation, promotes top performa! or backfield or line, here’s the biggest shoe 


SHOES innovation in football history est investment your 
IN eater speed and skill. ie 


team could make in increased comf 
GENU med a used by more universities, colleges and high s« ols than any others in the field SPOT pil 


If your local sports equipment store does not pot-Bilt, write Spot-Bilt, 160 
Monroe Street, Cambridge, Mass. for the name of your nearest dealer 


Field Seating that eyes 
and buys for the future 


AVAILABLE NOW... 
‘“‘DUR-A-BILT’’ Bleachers 


Either portable or permanent 

. with design and adapt- 
ability features that meet 
Tomorrow's needs—TODAY! 


Outstanding Features Include: © 


@ DESIGN .. . 24” standard depth per row 
assures maximum comfort...ample space 
for spectator passage. 8” rise from row 
to row affords clearer visibility — units 
are easily expandabie for future needs, 
@ CONSTRUCTION .. . locid-bearing 
members are /%” structural angular steel 
with joints electro-welded to form one 
piece “Uni-Frame" panels. Foot and seat 
boards are select West Coast Douglas Fir, 
double coated to retard deterioration. 


@ FINISH .. . by Hot Dip GALVANIZING 
ell steel members —- after fabrication — 
rust is stopped at manufacturing source. 
This eliminates costly painting and scrap- 
ing operations in the future. GALVA- 
NIZED Bleachers are available at a med- 
est additional cost. 

Contact your PLAYTIME dealer now for 
further information ...or write direct 
for FREE literature. 


‘FOR YOURGAME SEATING COMFORT 


EQUIPMENT CORP., MARS, PA. 


When the defensive left halfback 
sees the right end block to the inside, 
he’ll quickly and logically conclude 
that the play is either an off-tackle 
play or a sweep to his side of the field. 
He’ll start to come up fast to support 
against the run. 

Meanwhile, the offensive right end 
releases straight downfield (from his 
block-in on the tackle) on the third 
count and takes a sideline cut behind 
the defensive left halfback, who has 
committed himself to his defensive 
key. 

The offensive left halfback, who 
has taken a pitch-out from the quar- 
terback, bellies back a bit and then 
heads upfield as quickly as possible, 
making sure that he squares-away 
his shoulder pads parallel to the line 
of scrimmage. He watches the defen- 
sive halfback intently as he fingers 
the ball to be ready for a pass on the 
dead run. 

If the defensive halfback reacts to 
his key (the end) and comes up fast 
to support against what seems to be 
a running play, the left halfback 
throws over the defender’s head to 
the right end 

The dive right halfback goes out 
into the short flat area to “freeze” the 
left corner backer a 

Now if the defensive left halfback 
hould recover in time to pick up the 
right end, who’s deep and to the out- 
side, the left halfback takes advantage 
of this by tucking the ball under his 
arm and running for a a sure first 
down, with both the quarterback and 
fullback in front of him to lead inter 
ference downfield. 


ON WITH FLANKER 
¥- BREAKER 


This play can be run as a key 
breaker even more convincingly with 
the fullback flanking and blocking in 
on the defensive end (Diag. 8). With 
both the right end and flanking full 
back blocking in, the defensive half- 
back and corner-backer are now quite 
ure that a running play is coming 


their way. They'll commit themselves 
to the end sweep very quickly, thus 
making it much easier to throw over 
their heads for the “homerun ball.” 
Another fine key-breaker on the 
offensive end key is the Dump Pass 
(Diag. 9). On this play, the right end 
will one-on-one block the defensive 
left end for a three-second count and 
then release and drop straight back 
off the line of scrimmage a few yards 
and await the Dump Pass from the 
quarterback, who has faked a run 
ning play to the other side of the field 


The strong-side flow to the opposite 
side of the field plus the non-com- 
mital key offered by the right end, 
should put the right end in excellent 
position to receive the Dump Pass in 
an open-field situation. 

This play is truly a multiple key- 
breaker, as regular hole-blocking is 
going on over to the left side of the 
field. This will break down every 
single key in the secondary defensive 
alignment, and produce “over-pursuit” 
to the wrong side of the field. 

KEYING THE UNCOVERED LINE 
MEN: There are some fine key-break 
ers from a power series, which utilize 
keys on uncovered linemen. The first 
is a hand-off to the fullback over left 
guard from a power sweep action to 
the right with the backside guard 
(LG) pulling to the right (Diag. 10). 


BACKSIDE GUARD KEY-BREAKER 
FROM POWER SWEEP ACTION 


On the regular power sweep, the 
fullback fills for the pulling left guard 
who leads the left halfback around 
right end. When this power sweep is 
successful a few times, the linebacker 
is well set-up for this key-breaker. 

As the linebacker sees the left guard 
pull to the right, the right linebacker 
will follow the guard, since he’s been 
coached that a pulling lineman will 
take you to the critical point of at 
tack. The ball is now handed to the 
fullback, who usually is filling, and 
he may get upfield quite a way be 
fore anyone realizes he has the ball 

(Continued on page 54) 


Dad came through again on Father and Son Day. 
He’s big league in Junior’s eyes. 


Dad has his eyes on Junior, too. . . likes to see 
him study hard, play hard .. . instructs him in 

the rules of fairness, in the rules of safety. He’s 
really concerned about safety . . . and he’s impressed 


with the “Hydroguarded” showers installed at the school. 


When new school plans were revealed by the 

school board, dad was delighted by the emphasis on 
modern safety measures. A safe shower system was on the 
list and Hydroguard individual thermostatic controls 
were written into the specifications. 


Hydroguards eliminate the greatest of all shower 
hazards — scalding. Simple, single-dial controls 
deliver to the bather only the water temperature he 

or she has selected for personal comfort. Even if 

turned to full hot, temperature is held to within the limits 
of complete safety. And should the hot or cold water 
supply fail, the shower instantly shuts off. Annoying 
bursts of hot or cold water that can cause injury 


due to a slip or fall in the effort to escape are eliminated. 


Yes, Hydroguard is the standard for safety in 
school shower systems. 


Request the Powers booklet on Safer Showers and 
ask to see the slide film on Safe Shower Systems. 


Specialists In Thermostatic Controls Since 1891 


Standard For 
Safety In 
Shower Systems 


Hydroguard® 


Individual Thermostatic 


Controls 


The Powers Regulator Company, 
Dept. 659, Skokie 36, Illinois 


() Send illustrated booklet, “Safer Showers’ 
() Arrange for showing of new slide film, 
“Safe Shower Systems” 


MAGIC 
FLEECE 
SOCKS... 


for the 
team 
whose 
coach 


demands 


perfection! 


The Tops in Socks 
for Winning Teams 
Across the Nation! 


#93 Wool-Nylon-Rayon 
cotton-core yarn con- 
struction — white. With 
elastic Sta-Up top. Sizes 
9-15. 

#90 Same as 93 except 
with straight top. 

#94 Same as 93, with 
22" elastic Sta-Up top. 


Featured by leading 
sporting goods dealers 


ROCKFORD 


TEXTILE MILLS, INC. 
McMINNVILLE, TENNESSEE 


Cross-Country 
Coaching Basics 


By BILL MILLER 


Coach, Beaumont High School, St. Louis, Mo. 


N RECENT YEARS, cross-coun- 

try has gained stature as an in- 

dividual sport. Its value as a 
competitive activity is highly es- 
teemed, and coaches of various sports 
have found it an excellent base upon 
which to build for the season. 

Let’s investigate, first, some of the 
“pros” of the sport and, second, a 
few basic coaching fundamentals 
that have proven practical. 

The first bugaboo to scout is the 
fear that distance work is physically 
harmful. This fear is groundless. In 
fact the reverse has been proven 
repeatedly by research in physiology. 
Distance running ranks very high 
as a muscle, lung, and heart devel- 
oper—a most significant point in this 
fitness-conscious era. 

Cross-country also offers “low 
pressure” team competition, with 
emphasis on the individual’s prog- 
ress of performance—whether he’s 
naturally endowed or not. Whereas 
in track it’s hardly expedient to fol- 
low the progress of the tenth and 
eleventh best in an event, in cross- 
country his daily and weekly ac- 
complishments can be recorded, thus 
making him realize the benefit to be 
gained from hard work. 

The team idea can be nurtured 
enough in the fall to carry over to the 
spring season. Our cross-country 
squad forms a nucleus that sets the 
pattern of “success through hard 
work.” They usually do such a fine 
job that the problem of motivation 
for the grind of getting into condition 
is negligible. They’re also grounded 
well-enough in their practice routine 
to alleviate the need for constant 
attention by the coach. 

Some basketball and swimming 
coaches are also becoming aware of 
the base provided by fall running, 
to the point of requiring such train- 
ing for all squad candidates. 

Finally, a cross-country coach 
finds his group very satisfying to 
work with. It’s easy to organize and 
use a large squad and to know each 


individual better and help him ob- 
tain optimal development. 

The second phase to be considered 
is the actual coaching job. It should 
be noted at the outset that a high 
school squad physically and com- 
petitively isn’t ready for the back- 
breaking routines of the present-day 
distance champions. The principle 
of interval training is absolutely 
sound, but the degrees of stress 
aren't practical for a high school 
squad. 

The interval-training principle 
has to be adapted to individuals who 
are subject to more erratic fatigue 
and recuperative patterns. The 
coach’s job entails the blending of 
enough work and enough rest each 
practice session. This is accomplished 
only through constant observation 
of each boy and intelligent commu- 
nication between coach and athlete. 

The boys’ limits are dictated psy- 
chologically, while the coach must 
decide whether the proper physio- 
logical limit has been reached. Too 
much work in one session can 
hamper a runner’s progress because 
of his inability to recuperate quickly. 

In repeat work, we try to have our 
runners overcome the “first fatigue 
hump.” From this point on, the 
amount of work for each boy is de- 
termined through communication 
with the coach. 

The following coaching funda- 
mentals have served our needs very 
well, paying off in winning teams, 
consistent performances, and _ indi- 
vidual progress from year to year, 
making the senior season most pro- 
ductive. Our races cover two miles, 
divided evenly between level surface 
and hills. 

Apply a “saturation-rest” prin- 
ciple in early season. To do this we 
start informal running in mid-July 
once a week. The boys get together 
in one of the parks and:go on an 
hour’s run-walk tour. This serves the 
purpose of welding the group and 
getting the body used to running. 


NYLON WINDING 
KEEPS THIS 

INCREDIBLE BALL 
A PERFECT 
SPHEROID 


The searing, Super K Basketball by W\acd Ween — —~ 


| COVER, NEVER IV " 
WEARS OFF 


t MISTER 


REVOLUTIONARY NEW SUPER K COVER 


DEVELOPED ESPECIALLY FOR ATHLETIC BALLS 
ly SEAMLESS 


Proven virtually indestructible in both laboratory and field tests, Super K has a 


sure-grip tackiness extending from cover to carcass... assuring perfect finger- 
tip control as long as the ball is in play. The new nylon wound Super K basket- 
ball is so tough that it may be used even on concrete or asphalt courts without 
damage to the ball or its permanent identification. Buy with an eye to long-run 


economy ... on your next order specify Super K by SEAMLESS. 


ATHLETIC GOO) DIVISION 


THE SEAMLESS russer COMPANY 


NEW HAVEN 3, CONN., U.S.A. 
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Multi-Purpose Line Marker! 


Florline Marking Machine Rolls Lines 
On Football Fields, Parking Lots, 
Game Courts 


FLORLINE 
Excels on Grass, Asphalt, Cement 
PAINTS THE GRASS ON FOOTBALL FIELDS! 


Painted grass stands out sharp and bright, can’t blur. Paint can be applied in 
wet, dry or windy weather. Blades of grass are safely painted with a surprisingly 
small amount of low-cost liquid athletic paint. These longer-lasting lines can't 
shift or be obscured. 


FOR PARKING LINES AND SAFETY WALKS 


Often increases available space for cars bh” 30% ovér random parking. Makes 
lines at walking speed 20 times faster than hand marking. Gravity feed. No 
motor or attachments. No mist hazard. Portable, easy to clean, store. Unique 
design feeds paint directly on roller for smooth, even lines under many different 
surface conditions 


ROLLS LINES ON HARD-SURFACED GAME COURTS 


Lines in 4", 3” or 2” widths. Only simple change of roller and follower-brush 
required, Specify line width desired. Additional widths $8 each. Florline is the 
accepted leader in marking machines for industry, schools, municipalities 


1'2 gal. size $132.50 « F.O.B. New Hudson e 5 gal. size $167.50 


H. C. SWEET COMPANY 


56861 GRAND RIVER—DEPT. SC NEW HUDSON, MICHIGAN 


BUCKNER SPRINKLERS 
ARE YOUR BEST BUY 


Buckner's research and engineering 
have developed new sprinklers and 
valves to deliver best effective 
water coverage pattern. Insist on 


BUCKNER 
EXCLUSIVES 


Adjustable 


GEAR genuine factory-tested Buckner 
DRIVEN _ . irrigation equipment for extra years 


ROTARY of service. 
eal BUCKNER DEALERS 


cs ey SERVE YOU BETTER 
“One You get technical irrigation plan- 
Plece ning assistance plus complete 
@2%' >? drawing board layouts for any 
QUICK sprinkler system. In many cases 
COUPLING layouts are furnished free. Look in 
VALVES ' the yellow pages for your local 
Buckner dealer. 


) 
ifs MANUFACTURING CO., INC. 


P. O. Box 232 


Fresno, California 


The important point is to keep mov- 


| ing in these and all workouts. 


In mid-August the more formal 
phase begins with 3-day-a-week 


| practice, alternating one day easy 
| repeat 440’s and the next an informal 
| hour run. When school opens, we 


move to 5-day practice covered later. 

Make workout patterns familiar. 
This is done two ways. First, by 
running similar workout distances 
through the season. We use five dis- 
tances—440, 600, and one-mile level 
course and 560 and one mile hill 
course. Second, during the 5-day 


| work week establish a daily pattern 
| regarding the distance to be run; 


i.e. every Monday —600’s; every 


| Tuesday — long hills, etc. 


After the dual competition starts, 


| this has to change in terms of the 


team’s needs. There’s enough varia- 
tion in the above to prevent any 


| monotony. It has been our experi- 


ence that the simplest patterns 
prove successful at the high school 
level. It’s a mistake to try to be too 
fancy. 

Place boys in workout groups of 
similar ability. Boys gain more satis- 
faction from being competent in 
their own class than from running 


| behind the pack. The group idea 
| works well in another sense. We usu- 
| ally have three groups—A-B-C, and 
| when running repeat work the 


groups rotate. 
A-group cannot stray too far, 


| Knowing it must be ready imme- 
diately after C has finished. The re- 


cuperative interval is the length of 
time it takes for B and C to complete 
the distance. A good hard workout 
for 30 can be completed in an hour 
using this idea. 

Another thing we do is appoint 
a different leader on each repeat, 


| with instructions to the group to stay 


with him the first % of the distance 
and then everyone is on his own. 


| This can be used as a spur to the boy 


who tends to loaf. 

Make assignments achievable. 
Rather than set a number of repeats, 
establish confidence in the squad’s 
ability to stop in a reasonable time. 
Using a stop-watch and sharp eye, 
it’s easy to tell when the “first fa- 
tigue hump” is reached. Then cau- 
tion should be exercised rather than 
acceleration. 

This is where your good competi- 
tors will show up and also where 
your good boys get the harder work 
they need. In some sessions, especial- 


| ly Mondays or humid days, it’s well 


to close up shop early if the team 
seems sluggish. 
It’s also a good idea not to stress 


| a certain time for each repeat. For 


example, it works best to assign all 
440’s under 78, rather than demand 
(Continued on page 46) 


1959 BUYER’S GUIDE 


to Sports Equipment 


For High Schools 


ARCHERY 


General Sportcraft Co. Ltd. 
equipment) 

Indian Archery & Toy Co. 

Ben Pearson Co. 

Powers Mfg. Co. 


(complete 


(targets & stands) 


ATHLETIC FIELD 


Aluminum Athletic Equip. Co. 


ALUMINUM TRACK AIDS 


e Aluminum Spill-Proof Rocker Hur- 
dles 
Aluminum Sky Ride Vaulting Poles 
Aluminum Pole Vault Standards 
Aluminum High Jump Standards 
Aluminum Cross Bars 
Aluminum Jet Starting Blocks 
Aluminum Batons in Colors 


ALUMINUM ATHLETIC EQUIP. CO. 
P.0. Box 145 Wynnewood, Penna. 


Game-Time, Ine. 


Track and Field, Ine. 


Dust Allayer 


C. B. Dolge Co (weed-killer) 
Dow Chemical Co. 
Gulf Oil Corp. 

Pittsburgh Plate Glass Co. 
Chemical Div.) 
Solvay Process Div., 

Dye Corp. 


(Columbia 


Allied Chemical & 


Fences 
Wire fences for enclosing athletic fields) 


Chain-Link Fence Corp. 
Continental Steel Corp. 
Copperw eld Steel Co. 
National Sports Co. 
Page Fence Assn. 


(canvas enclosures) 


4 


and Colleges 7 


WRITE DIRECTLY TO THE COMPANIES FOR 
THEIR CATALOGUES. ADDRESSES WILL BE 
FOUND ON PAGE 35. FOR ADDRESSES 
NOT LISTED WRITE SCHOLASTIC COACH, 
33 WEST 42ND ST., NEW YORK 36, N. Y 


Stewart Iron Works 
Wayne Iron Works 


Wickwire Spencer Stee! Co. 


- CONTINENTAL 


CHAIN LINK 


FENCE 


The only fence made of Konik 
Steel for greate trength, 
longer life, less maintenance 
Back stops, ter courts, 
football fields. Styles for every 
need. Expert erection by trained 
crews. Write today 


TEEL CORP. 
INDIANA 


CONTINENTAL § 
KOKOMO 


Floodlighting Equi; 


American Playground Device ‘ 
Benjamin Electric Co 
Crouse-Hinds Co. 

General Electric Co. 

Playtime Equipment Corp 
Revere Electric Co.( floodlight 
Steber Mfg. Co. ( floodlights) 
Union Metal (poles) 
Westinghouse Electric Corp. 
Wide-Lite Corp. 


d poles) 


Bleachers and Gran inds 


American Bridge Co 
American Welding & Mig. Ce 
Arrow Bleacher Co 


R. E. Austin & Son 
field drag 
Berlin Chapman Co. 


(portable bleachers 


socever goals) 


BERLIN EZ -A-WAY 


Bleachers 


One row or entire 

bleachers can he 

extended for use 

BERLIN E7z-A 

Way Bleachers have 

no moving parts 

except the knife 

braces and the 

wheels 

installed they 

quire no mainte 

nance new built 

in design sturdy and rugged 
meet desires write for detail 


ERTL Nae: MAN 


By aeamee 


Black, Sivalls & Bryson, Ine bleachers) 
7 arlville Bleacher ‘ orp 


WANT HELP IN PLANNING, 
WITH NO a 
Write Dept. 


ORPORATION, EARLVILLE, N.Y: 


Horn Diy. of The Brunswick-Balke 
Collender Co 

Hussey Mig. Co. 

Leavitt Products Co 

bred Medart Produets, Ine 

Mishehk Supply (lo 


ATH LETIC FIELD University Athletic Equipment Co, O-C Manufacturing Co. 


(ground plugs) 


PEEP LTE HR When You Order Athletic Supporters specify 


“LAM os 
bona ct all cone bien G LYMP 
CHAMPI 


“The Balanced Action Supporter” 
Also ANKLE BRACES ¢ KNEE GUARDS 
PROTECTIVE CUPS 
KNEE AND ELBOW CAPS 
Write for information “Trademarks Reg- 


THE O-C MANUFACTURING CO. 
Since 1908 


Pittsburgh-Des Moines Steel Co 


yo-- ey, 
PITTSBURGH - DES MOINES 
STEEL DECK 

GRANDSTANDS 


Write for illustrated descriptive 


1. For Football—drill holes with special 
auger where yard lines intersect sidelines. 
Then drive in plugs—will stay put all 
season. 

2. Simple and accurate to remork 
fields! Insert marker pins into plugs, tie 
cord between them and run your line 
marker from plug to plug. 

Write for literature today 


University Athletic Equip. Co. 
1820 Hopkins St., Berkeley 7, Calif. 


Vitek atk tk tet at 


catalog which also includes 


tortion totnint tint ttt tint is 
PUMMEMRRMERMREMBBRME MMM 


LITTLE FALLS NEW JERSEY 


data on layout of athletic fields 


> 


Pittsburgh-Des Moines Steel Company . 


: ; , Ocean Pool Supply Co. 
Neville Island, Pittsburgh 25, Po. Wilson Sporting Goods Co. 


Rawlings Sporting Goods Co. 
A. G. Spalding & Bros. 
Power Megaphones Wilson Sporting Goods Co. 


Audio Equi Co. 
Playtime Equipment Corp ce Squpmen Le 


Reeves Steel, Ine. | BADMINTON \iiiiii’ 


Safway Steel Products, In PROJECT YOUR VOICE 


Seott Port- A.] »l i, In 
Stes Gasman In he a Fu / Complete Equipment 
Div. of Waco Mfg. Co Let, g (Birds, nets, rackets) 
hs aa 


Snyder Tank ¢ orp 


Baer Reinforced Plastic Prod. (plastic 
repair kit) 
Bancroft Sporting Goods Co. 
Steel, Inc The Carron Net Co. (nets) 
Universal Bleacher Co Cortland — ao the 
~ ee Cortland Line Co., Ine. 
SOR Sere Cragin-Simplex Co. (rackets) 
Winkler Mfg. Co Dayton Racquet Co. (steel racquets) 
Game-Time. Inc. (standards) 


“teel-Crete Construction Co 
pre-cast concrete stadium) 


‘ | ] 
of General Sporteraft Co., Ltd. 
Markers Py AILER 


FORTABLE MEGAPHONE 
B. Cl stal Co 
oo FREE brochure— P.O, Box 192, R. S. L. 


Georgia Marble Co. (white line marker enn — OL SHUTTLECOCKS 


Charles 


illison Mfg. Co 


H. & R. Mfg. Co 


Guest Products Corp. CARLTON PLASTIC 


Keenzales Enterprises, Inc. 


NEW AND IMPROVED Phe MacGregor Co. SHUTTLECOCKS 


Merriman Bros. 


ra wT © Pye Corp. 
RYAN’S H. & R. ao, a The Largest Makers of Quality 
DRY LINE MARKERS Wilson Sporting Goods Co Shuttlecocks in the World 


5 DIFFERENT MODELS Seat Cushions GENERAL SPORTCRAFT co., LTD. 
From 20% to 100% Capacity 33 New Bridge Rd., Bergenfield, N. J. 


Marty Gilman Ine 
Olympic Model shown Majestic Service 
TOR Ds wy Force Feed Instant 


Shutoff—100 Ibs. ca 
pacity 


Sound Amplifying Systems a oe 


(aluminum standard) 
E. P. Juneman Corp. (strings) 
The Linen Thread Co., Inc. (nets) 


Shaker in Hopper for RCA Manufacturing Co., Ine. 
Constant Flow laybern Equipment Co. 


Adjustable Control on 
Handle 


Sprinklers 
SAVES TIME AND 


MATERIAL Sachust Mite. Co. GOLD MEDAL NETS for Badminton 


Send to Dept. S for booklet on four other models Pravelrain Power Sprinkler Co. For outdoor and indoor play, in 18, 20, 21-foo" 


H. & R. MFG. CO., LOS ANGELES 34, CALIF. a ete ca ane ate eaneeeae Gae ae. 
a The LINEN THREAD CO., Inc. 


0. M. Scott & Sons Blue Mountain Alabama 


Indian Archery & Toy ¢ orp 
iH J Otto Mig. ¢ 0 


— cies ee Corp. (white line ATHLETIC SUPPORTERS The MacGregor Co. 


red Medart Produets, Inc. (standards) , 
A. J. Reach, Wright & Ditson Pennsylvania Athletic Products (birds) 
A. G. Spalding & Bros Bike Webb Co. Program Aids Ce. (tournament charts) 
Champion Knitwear Co. Rawlings Sporting Goods Co. 
John B. Flaherty Co., Inc. : A. J. Reach, Wright & Ditson 
H. C. Sweet Co Johnson & Johnson 4. G. Spalding & Bros. 
United Laboratories, In« The MacGregor Co. Wilson Sporting Goods Co. 


“supreme Markers 


BALLS ii 


Rubber Fabric Composition Balls 
(Footballs, basketballs, playground balls) 


Dakon Corp. (hand and 
electric inflators) 


DAKON INFLATORS 
HAND and ELECTRIC 
for ATHLETIC BALLS 


Send for Price Bulletin SC 


DAKON CORPORATION 


1836 Gilford Ave., New Hyde Park, N. Y. 


Eagle Rubber Co. 

Kennedy Sporting Goods Mfg. Co., Inc. 
The MacGregor Co. 

Pennsylvania Athletic Products 


ASK FOR 


PENNSYLVANIA 


* The World's Largest Manu- 
facturer Of Tennis Balls 


For Complete Line of: 
Balls for every sport 


*® VOLLEYBALLS * BASKETBALLS 
* SOCCERBALLS %* FOOTBALLS 
* TETHERBALLS 


Preferred for Performance on the field 
or in the gym 


date ciaheei ATHLETIC PRODUCTS 
division of 

THE GENERAL TIRE & RUBBER COMPANY 

Akron, Ohio Jeannette, Pa. 


Rawlings Sporting Goods Co. 
A. J. Reach, Wright & Ditson 
Seamless Rubber Co. 

A. G. Spalding & Bros. 

W. J. Voit Rubber Corp. 


America’s Finest 
Sports Equipment 
‘ NEW YORK 11 + CHICAGO 11 - LOS ANGELES 11 


Wilson Sporting Goods Co. 


Bladders 
For all inflated balls) 

The MacGregor Co. 
Ocear Pool Supply Co. 
Rawiings Sporting Goods Co. 
A. J. Reach, Wright & Ditson 
John T. Riddell, Inc. 
Seamless Rubber Co. 
A. G. Spalding & Bros. 
Wilson Sporting Goods Co. 


Wit BASEBALL iain 
Complete Equipment 


(Balls, bats, bases, uniforms, gloves, caps, shoes, 
bags, scorebooks, masks, protectors, 
shin guards) 


Kennedy Sporting Goods Mfg. Co., Inc. 


ee ee © 442442774444 >< >.< 


WRITE DIRECTLY TO THE COMPANIES FoR 
THEIR CATALOGUES. ADDRESSES WILL BE 
FOUND ON PAGE 35. FOR ADDRESSES 
NOT LISTED WRITE SCHOLASTIC COACH, 
33 WEST 42ND ST., NEW YORK 36, N. Y. 


 Antiidiadindidlidlin dM dlinMiatiiadliti di ti ti, om on ee 


An Andindli 


The MacGregor Co. 


Wbacljregor 


SPORTS EQUIPMENT, 


“The Choice of Those Who Play the Game” 


Nocona Leather Goods Co. 
Ohio-Kentucky Mfg. Co. 
Rawlings Sporting Goods Co. 


ATHLETIC EQUIPMENT 
First Choice for 
FOOTBALL + BASKETBALL 
BASEBALL + GYM 
‘ The Finest Im The Field!'' 


A. J. Reach, Wright & Ditson (except 
uniforms) 

A. G. Spalding & Bros. 

State Sporting Goods Co. 

Wilson Sporting Goods Co. 


Fastest nationwide service 
from 32 branch offices 


Backstops 


American Playground Device Co 


R. E. Austin & Son 


Porta-Stop Products Co. (portable batt 


cage) s 


PORTABLE BATTING CAGE 
ERECTS IN 60 SECONDS 


Interlocking tubular 
steel erects quickly. 
High quality netting. 
Big 9x8 overhang. 
Carry in cor or bus 
$109.00 F.0.B., Hicks- 
ville, N. Y 
WRITE FOR 
DESCRIPTIVE LITERATURE 


PORTA-STOP 
PRODUCTS CO. 


Box 453, Hicksville, N.Y. 


Porta-Weld Baseball Backstops 


Pat. No. 2,827,295 


Extra heavy galvanized 
construction. Rolls on roller 
bearing wheels. Built to 
last for years. Two mod 
els: Junior and Senior. Can 
be furnished with three 
foot brow extension 


Write for complete details and catalog 
on Austin Field and Gyr ment 


R. E. AUSTIN & SON 


701 BEDFORD AVE., BELLMORE, N. Y¥ 


The Carron Net Co. (batting 

Continental Steel Corp 

Cross Fence Co. 

Game-Time, Inc. 

General Playground Equipn: 

Gymnastic Supply Co. 

Jamison Mfg. Co. 

The Linen Thread (o., Inc. (‘backstop 
netting) 

Page Fence Assn. 


Porter Athletic Equipment Co. 
Stewart Iron Works 


Wells Products Co. (batting cage) 


Baseballs, Softballs 


Dudley Sports Co. 

H. Harwood & Sons, Inx 
Lannon Mfg. Co. 

The MacGregor Co. 


Pennsylvania Athletic Products (softballs) 


Rawlings Sporting Goods Co 
A. J. Reach, Wright & Ditson 
A. G. Spalding & Bros. 

W. J. Voit Rubber Corp 


Wilson Sporting Goods Co 


Bases 


Arrow System 
Marty Gilman, Ine. 


The MacGregor Co 


National Sports Co. 

Rawlings Sporting Goods Co 

A.J. Reach, Wright & Ditson 

Safeplay Products Co. (safety base spike 
A. G. Spalding & Bros 

Wilson Sporting Goods Co 


Home Plates 


Rawlings Sporting Goods Co 
A. J. Reach, Wright & Ditson 


Seamless Rubber Co. (also pitcher’s plates 


A. G. Spalding & Bros. (also pitcher’ 
plates) 
W.J. Voit Rubber ¢ orp 


Wilson Sporting Goods Co 


Shoes 


See special listing under Shoes 


Uniforms 


Ameo Athletic Apparel Equip. Co 
General Athletic Products Co 


ATHLETIC 


General 
BASEBALL CLOTHING 


Uniforms, Stockings, Under- 
shirts, Pitcher’s Jacket See 
wy local sports decler for 
vil details, or write- 


The General Athletic Products Co., Greenville, 


9 
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mi BASEBALL 


Gymnastic Supply Co. 

Powers Mfg. Co. 

Rawlings Sporting Goods Co. 
Red Fox Mfg. Co. 

Wilson Sporting Goods Co 
Wilton Mfg. Co 


Bats 
Baseball and Softball 


Adirondack Bats Inc. 


ADIRONDACK BATS 


Baseball Softball 
Little League 
Babe Ruth League 


Pony League Fungo 


ADIRONDACK BATS, INC. 
DOLGEVILiE, NEW YORK 


Bancroft Sporting Goods Co. 
Hanna Mfg. Co 
Hillerich & Bradsby Co 


Louisville Sluggers 


We make Were 
RIGHT / 


PERFORMANCE 


HILLERICH & BRADSBY CO. 
LOUISVILLE, KY. 


Kren 
Program Aids Co. (bat rack) 


Joseph G 


Rawlings Sporting Goods Co. 
A.J. Reach, Wright & Ditson 

A. G. Spalding & Bros. 

Wilson Sporting Goods Co. 


Special Equipment 


Acme Supply Co. (caps) 

All-American Sporting Gds. Co. (fibre- 
glass repair kit) 

American Baseball Cap, Ine 
(protective caps) 

Athietic Products Co. (knee brace) 
Baer Reinforced Plastic Prod. (plastic 
repair kit) 
Bat Caddie Co 
Bat-Tee Co. (batting tees) 


(bat and ball carrier) 


Benson Optical Co. (safety glasses) 
Cramer Chemical Co. (rosin bags) 
Dedoes Industries (batting robot) 

Martin Dennis Co. (glove softener) 


Dudley Sports Co. (automatic pitching 
machine) 


24 


Marty Gilman Inc. (chest protectors) 
H. & R. Mfg. Co. (field markers) 


Hodgman Rubber Co. (warmup jackets, 
reducing shirts) 


Jacronda Mfg. Co. 

(magnetic coaching board) 
Maggie Magnetic (magnetic diagram board) 
National Sports Co. (bat bags) 


O-C Mfg. Co. (knee and elbow caps, 
anklets) 


Pi-Mac Sports Equip. Co. (portable 
bat rack) 


Program Aids Co. 
(magnetic coaching kits 
and charts) 


ERASO posters 


Snitz Mfg. Co. (tote bags for uniforms) 
Up-Right, Inc. (automatic 
power pitcher) 


Waterman Engineering Corp. 
(baseball throwing machine) 
Wilson Sporting Goods Co. 


Scoreboards 
All-American Scoreboard Corp. 
M.D. Brown Co. 
Fair-Play Scoreboard Co. 
Naden Industries 
Neveo Scoreboard Co. 


BAS KETBALL wiiiainininia 


Complete Equipment 
(Balls, uniforms, warm-up suits, shoes, 
goals, scorebooks) 
Champion Knitwear Co. 


Kennedy Sporting Goods Mfg. Co., Inc. 
The MacGregor Co. 


MacGregor 


SPORTS EQUIPMENT 


“The Choice of Those Who Play the Game” 


Ohio-Kentucky Mfg. Co. 
Rawlings Sporting Goods Co. 


ATHLETIC EQUIPMENT 
First Choice for 
FOOTBALL BASKETBALL 
BASEBALL - GYM 
The. Finest In The Field! 


A. J. Reach, Wright & Ditson (except 
shoes, uniforms) 

John T. Riddell, Inc. 

State Sporting Goods Co. 

Wilson Sporting Goods Co. 


Win With 


** Wilson 


Fastest nationwide service 
from 32 branch offices 


Backstops 


Aalco Mfg. Ce. 

American Playground Device Co. 
R. E. Austin & Son 

Berlin Chapman Co. 

Everwear Mfg. Co. 

Game-Time, Inc. 

Gymnastic Supply Co. 

Jamison Mfg. Co. 

Fred Medart Products, Inc. 


Dick Morey 


Nonpareil Mfg. Co. 
Nurre Companies, Inc. (glass banks) 


NURRE 
plate glass BANKS 


SEND FOR CIRCULAR 


The Nurre Companies, Bl 


Pittsburgh Plate Glass Co. (glass banks) 
Porter Athletic Equipment Co. 
Rawlings Sporting Goods Co. 
Recreation Equipment Co. 

Richardson Rod and Reel Co. 

Schutt Mfg. Co. 

J. J. Spitzer Co. 


Balls 


Denkert, Incorporated 

The MacGregor Co. 

Nocona Leather Gds. Co. 
Pennsylvania Athletic Products 
Rawlings Sporting Goods Co. 
A. J. Reach, Wright & Ditson 
A. G. Spalding & Bros. 
Seamless Rubber Co. 


SUPER K 
by SEAMLESS 


ATHLETIC GOODS DIVISION 
The Seamless Rubber Co., N2w Haven 3 Conn. 


Sun Rubber Co. 

W. J. Voit Rubber Corp. 
Weaver-Wintark 

Wilson Sporting Goods Co. 


Goals 


American Playground Device Co. 
R. E. Austin & Son (outdoor goals) 
Everwear Mfg. Co. 

Game-Time, Inc. 

Gymnastic Supply Co. 

Jamison Mfg. Co. 

The MacGregor Co. 

Fred Medart Products, Inc. 
Nonpareil Mfg. Co. 

Porter Athletic Equipment Co. 
Rawlings Sporting Goods Co. 
A. J. Reach, Wright & Ditson 
Recreation Equipment Co. 

A. G. Spalding & Bros. 

J. J. Spitzer Co. 

W. J. Vuit Rubber Corp. 


Wilson Sporting Goods Co. 


Nets 


The Carron Net Co. 

Jayfro Ath. Supply (steel chain) 
Lou-Pel Mfg. (metal snap-on) 
The Linen Thread Co. 

Fred Medart Products, Inc. 
Rawlings Sporting Goods Co. 
Wilson Sporting Goods Co. 


Scoreboards 
Electric 


All-American Scoreboard Corp. 
M. D. Brown Co. 


ELECTRIC BASKETBALL 
SCOREBOARDS 
The favorites of players and spectators 


tlike. Custom-made boards to meet every 
requirement. 


Write for free literature. 


M. D. BROWN CO. 
2234 LAKE ST. NILES, MICH. 


When Split - Se t, Count On Scoremaster 


Cedar Kraft Co. 
Since 1939 


Electric Basketball Scoreboards 
$132.50 up 


Write for free information. 


CEDAR KRAFT CO. 
948 Pennoyer Ave., Grand Haven, Mich. 


Fair-Play Scoreboard Co. 


eeece 


Fan-PLAY 


. > 
sees eeee 


HOME 


FAIR-PLAY SCOREBOARD CO. 
BOX 359 DES MOINES 2, IOWA 


Fred Medart Products, Inc. 
Naden Industries 


NADEN INDUSTRIES 
WORLD’S FINEST SCOREBOARDS 
Basketball, Football, Baseball 
Write for free literature, no obligation 
NADEN SCOREBOARDS 


BOX 237, WEBSTER CITY, IOWA 


Nevco Scoreboard Co. 


FOR 25 YEARS 


NEVCO 


HAS BUT 


SCORE BOARDS 
FOR ALL SPORTS 
BY ALL MEANS 
Look AtA 
Nevco Catalog 
Before You Buy 


write 
NEVCO SCOREBOARD 
COMPANY 
Greenville, Iilinois 


>». 22224474747 _ 


WRITE DIRECTLY TO THE COMPANIES FOR 
THEIR CATALOGUES. ADDRESSES WiLL BE 
FOUND ON PAGE 35. FOR ADDRESSES 
NOT LISTED WRITE SCHOLASTIC COACH, 
33 WEST 42ND ST., NEW YORK 36, N.Y 


>.<. <- 
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Shoes 


(See special listing under shoes 


Special Equipment 
Air Pad & Brace Co. (knee and ankle 


braces) 

Athletic Products Co. (knee brace) 

Behrens Mfg. Co. (portable water-carrier) 

Benson Optical Co. (athletic glasses) 

M. D. Brown Co. (Coachmaster coaching 
aid) 

Cramer Chemical Co. (ball cleaners) 

Crotty Corp. (Stance-Master) 

Denmark Products (practice ring) 

Elmo Mig. Co. (basketball rebounder) 

Geo. Gillis Shoe Corp. (knee and elbow 
protector) 

H. & R. Mfg. Co. (court markers) 

Jacronda Mfg. Co. (magnetic coaching 
board) 

Maggie Magnetic (magnetic diagram board) 


COACHES’ MAGNETIC 
= DIAGRAM 
|| BOARDS 
BASKETBALL 
No. 4G-3! $14.95 


Also boards for 
other sports. 


Maggie Magnetic, Inc. 
39 W. 32 $t., NYC | 


Magnetic Playboard Co. (magneti: 
diagram board) 

Maple Flooring Mfg. Assn. (maple floors) 

Mohawk Valley Sports, Inc. (basketball 
blinders) 

National Sports Co. (safety wall pads) 

O-C Mfg. Co. (knee and elbow caps and 
guards, anklets) 

Precision Athletic Goggle Co. (goggles) 

Program Aids Co. Inc. (magnetic coaching 


kit—ERASO posters and charts) 


Pi NEW o magnetic: 
~ 


COACHING KITS 


oe The PROGRAM AIDS Co., Inc. 
creiog™ 550 Fifth Avenue. New York 


Safe-Play Goggle Co. (shatterproof glasses) 

Seron Mfg. Co. (protector for glasses) 

Snitz Mfg. Co. (tote bags for uniforms) 

A. G. Spalding & sros. (bandages, 
eye glass protectors) 

Wilson Sporting Goods Co. 


pads, 


Uniforms 


Amco Athletic Apparel Equip. Co. 
Butwin Sportswear (warm-up suits) 
Champion Knitwear Co. 

General Athletic Products ¢ 


ATHLETIC 


General 
BASKETBALL CLOTHING 


Jerseys, Pants, Stockings, 
Warm-Up Clothing. See your 

local sports dealer for full 

details, or write— 

Greenville, O 


The General Athletic Products C 


Gymnastic Supply Co. 
Arthur Kahn Co., Inc. 
King-O’Shea 

The MacGregor Co. 
Ocean Pool Supply Co. 
Powers Mfg. Co. 

Red Fox Mfg. Co. 

Sand Knitting Mills Corp. 
Spanjian Sportswear 
Trojan Athletic Wear Co. 
Wilson Sporting Goods Co. 
Wilton Mfg. Co. 


CLOTH 


(For Uniform Items) 


Arthur Kahn Co., Inc. (Kahnfast satine) 
William Skinner & Sons 


(CONDITIONERS 


All American Co, 

Arrow System (equipment repair) 

Bell Mat Reconditioning Co., Inc. 
mats) 

Brouwer Shoe Co., S. J. (football shoes) 

Vincent D’Attilo 


Marty Gilman Ine. (repair of football 
dummies and gym mats) 


(gym 


Hillyard Chemical Co. 

Huntington Laboratories, In 

Ivory System 

Marba, Inc. 

Mercury System 

Olympic, Ine. 

Raleigh Reconditioners 

Triangle Renovators 

Volland Mat Co. (mats reconditioned) 


Wilson Sporting Goods Co 
Dryers 
Hamilton Mfg. Co. (for clothes, uniforms, 
equipment) 
Marking Devices 


Dri-Flo Mfg. Co. 
Charles W. Nutting Co 


EMBLEMS & TROPHIES 


All-American Trophies 


Award Incentives, Inc 

Butwin Sportswear Co. 

Champion Knitwear Co. 

Felco Athletic Wear Co 

House of Harter (track award ribbons) 
Edwin W. Lane Co. 

The MacGregor Co. 

Program Aids Co. (spot awards) 
Rawlings Sporting Goods Co 

State Sporting Goods Co. 


Wilson Sporting Goods Co 


FENCING 


Castello Fencing Equip. Co 
Greco Fencing Equip. Co 


U.S. Fencing Co. 


ORDER NOW 
for early 


FALL DELIVERY— 


Aridye Practice 
and Game Jerseys 


“4 
_— 7 —_ 


“A” Line of 


Durene, 
and Rayon, 
featuring 

Sleeve Stripes 
and Numerals 


White or Gray | 
SI | Game Jerseys | 
in Cotton, 


PRACTICE JERSEYS AND 
SCRIMMAGE VESTS 


SOCKS « T-SHIRTS 
SWEAT SUITS 
SUPPORTERS 
WARM-UPS 
AND HOODS 


Free Gym Suit Sample 


Champion will send you oa free sample of the 
T-Shirt and Gym Short so that you can see 
exactly how a gym suit for your Phys. Ed 
classes will look with your own design and in 
your own school colors. This request must come 


from the Physical Education Department, or 
office, stating school color combinations, design 
or nickname 


SEND FOR NEW 1959 CATALOG 


Please Note Our New Address 


Phew: Knitwear Co. 
| 115 College Ave. 
a 


Rochester 
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FIELD HOCKEY sro 


R. E. Austin & Son (goals) 

Baer Reinforced Plastic Prod. (plastic 
repair kit) 

The Carron Net Co. (goal nets) 

General Sportcraft Co. Ltd. (complete 
equipment) 


pea 


COMPANY 
33 New Bridge Rd., Bergenfield, N. J: 


The Linen Thread Co., Inc. (goal nets) 
Program Aids Co., Inc. (magnetic coaching 


kits) 


HAI 


FILM 


(For motion picture cameras) 


4-V Motion Picture Service (quick 
processing) 

Black Studio (quick processing) 

Cine-Graphic Film Lab. (quick processing ) 

Cine-O-Tone (quick processing) 

Colind Photography (quick processing) 

DuPont 

Eastman Kodak 

Film Labs Ine. (quick processing) 

Laberaft International Corp. (quick 
processing) 

L-W Photo Products Co. 
(stop-motion projector) 

Sly-Fox Films, Inc. (quick processing) 


THE COMPLETE SOURCE FOR 
YOUR SPORTS FILM NEEDS 


CAMERAS * PROJECTORS * ACCESSORIES 
Bell & Howell -Bolex-Kodak-Wollensak -Etc 


FILM STOCK 
Ansco * Dupont 930A-931A 
Kodak Tri-X & Plus-X 


HIGHEST QUALITY PROCESSING 
Fast 24 hr. Service—7 days a week! 
DUPLICATING, TITLING, EDITING SERVICE 
Black & White * Color 


Complete information on request 


SLY-FOX FILMS, Inc. 


627—1st Ave. North, Minneapolis 3, Minn 


Superior Bulk Film Co. (quick processing) 

Varsity Film Lab. (quick processing) 

Western Cine Service, Inc. (8-16 mm. 
and quick processing) 


film 


FILMS 


For sale or hire) 


Association Films 

Bailey Films, Inc. 

Bell & Howell 

British Information Services 
Champions on Film 

Coronet Instructional Films 
Encyclopaedia Britannica Films, Ine. 
Films for Education 

Seminar Films, Inc. 

Sports Film Enterprises 


cnnninniiiiiF OOTBALL 


Complete Equipment 


nH 


(Balls, headgear, jerseys, pants, shoes, 
shoulder pads, etc.) 


Kennedy Sporting Goods Mfg. Co., Inc. 
The MacGregor Co 


UMaclpreqor 


SPORTS EQUIPMENT 


“The Choice of Those Who Play the Game” 


Ohio-Kentucky Mfg. Co. 
Rawlings Sporting Goods Co. 


ATHLETIC EQUIPMENT 


a First Choice} for 
FOOTBALL + BASKETBALL 
BASEBALL - GYM 
The Finest In The Field! 


Sand Knitting Mills Corp. (pants and 
jerseys) 
A. G. Spalding & Bros. (except uniforms) 


Wilson Sporting Goods Co. 
Win With 


< Wifron 


stest nationwide 
‘ow 32 branch A 


Balls 


Nocona Leather Goods Co. . 
Ohio-Kentucky Mfg. Co. 
Pennsylvania Athletic Products 
A. J. Reach, Wright & Ditson 
Seamless Rubber Co. 


FOOTBALLS 
by SEAMLESS 


ATHLETIC GOODS DIVISION 
The Seamless Ruiter Cec., NowHaven2Cere. 


A. G. Spalding & Bros. 
W. J. Voit Rubber Corp. 
Wilson Sporting Goods Co. 


Cleats for Shoes 


Athletic Shoe Co. 

Brooks Shoe Mfg. Co. 
Feather Tip Football Cleat 
Mercury System 

Ohio Athletic Specialty Co. 
F. C. Phillips, Inc. 

Rawlings Sporting Goeds Co. 
John T. Riddell, Inc. 

A. G. Spalding & Bros. 
Taylor Mfg. Co. 

Wilson Sporting Goods Co. 
Wright Products Co. 

Wyatt’s Plastics, Inc. 


“SPEED, 
CLEAT (£4 


Fastest, lightest, 
nylon cleat avail- 
able 
locked-in tip and 
thread 
Minimum diameter 
shank ‘‘digs-in” 
Full color range— 
red, gold, natural 
(white) 


OHIO ATHLETIC SPECIALTY CO. 
133 Buckeye St. Elyria, Ohio 


Dummies cad Machines 


Arrow System 

Atlas Athletic Equipment Co. 
Ball & Hale 

Rae Crowther Co. 

Field and Gym Supply 

Marty Gilman Ine. 

National Sports Co. 

Rawlings Sporting Goods Co. 
Track and Field, Ine. 
Vibra-Whirl & Co. 

Wilson Sporting Goods Co. 


Repair Kits 


Charles W. Nutting Co. 


Scoreboards 
(eiectric) 


M. D. Brown Co. 


ELECTRIC FOOTBALL 
SCOREBOARDS 


Modernly designed to meet today’s require- 
ments. Completely automatic. 
Best in performance and visibility. 


Write for free literature. 


M. D. BROWN CO. 
2234 LAKE ST. NILES, MICH. 


“When Split-Seconds Count, Count On Scoremaster 


ee ee @ * 8288888888464 4 @ 


WRITE DIRECTLY TO THE COMPANIES FOR 
THEIR CATALOGUES. ADDRESSES Wilt BE 
FOUND ON PAGE 35. FOR ADDRESSES 
NOT LISTED WRITE SCHOLASTIC COACH, 
33 WEST 42ND ST., NEW YORK 36, N. Y. 


Se eee 


Unitorms 


Allied Cheer Leader & Bowling 
Uniform Co. 

Ameo Athletic Apparel Equip. Co 

Champion Knitwear Co. 

General Athletic Products Co. 


General 

FOOTBALL CLOTHING 

Jerseys, Knit Shells, Stockings, 

Girdle Hip Pads, Practice 

Clothing. See your local sports 

dealer, or write— 

The General Athletic Products Co., Greenville, O. 


All-American Scoreboard Corp. 
Fair-Play Scoreboard Co. 
Gymnastic Supply Co. 


Naden Industries 


NADEN INDUSTRIES 
WORLD'S FINEST SCOREBOARDS 
Basketball, Football, Baseball 
Write for free literature, no obligation 
NADEN SCOREBOARDS 


BOX 237, WEBSTER CITY, IOWA 


Nev co Scoreboard Co. 


Shoes 


(See special listing under Shoes) 


Arthur Kahn Co. (uniform cloth) 

King-’Shea 

Ohio Athletic Specialty Co. (practice 
pants) 

Powers Mfg. Co. 

Rawlings Sporting Goods Co. 

Red Fox Mfg. Co. 

Sand Knitting Mills Corp. 

Spanjian Sportswear 

Wilson Sporting Goods Co. 

Wilton Mfg. Co. (jerseys) 


Special Equipment 

Air Pad & Brace Co. (pneumatic braces 
and protectors) 

Arkay Co. (Coach-Player Portable Commu- 
nication System) 

Arrow System (helmets) 

Athletic Device Co. (football practice 
machine) 

Athletic Products Co. (knee brace 

R. E. Austin & Son (football goals 


Porta-Weld Football Goal 


All-welded galvanized 
bridge truss construc 
tion. High School and 
College sizes. Also 
comes with detachable 
' wings making goal a 
combination football-soccer goal 


Write for complete details and catalog 
on Austin Field and Gym Equipment 


R. E. AUSTIN & SON 


701 BEDFORD AVE., BELLMORE, N. Y 


Safest protector ever 

devised to prevent 
dental injuries 
in contact sports 


Sold by Leading Sporting Goods Dealers 


STATE NATIONAL BLDG. - HOUSTON. TEX 


FEATHERLAX CORP. | 


Hodgman Rubber Co. (sideline parkas and 
capes) 


HODGMAN 
Athletic 
Clothing 


Nylon Warm-up Jackets 
Sideline Parkas 

Deluxe Hooded Capes 
Little League Capes 
Nylon Wrestler Pullovers 
Band Parkas 


Write for complete catalog 
information 


HODGMAN 
RUBBER CO. 


FRAMINGHAM, MASS 


Behrens Mfg. Co. (portable water carrier) 
Benson Optical Co. (safety glass 
Butwin Sportswear (football par 
Contact Lens Specialists (contact 
Dahlman Products (kicking t 
tee) 
Featherlax Corp. (mouth prote 
Game-Time, Inc. (goal posts) 
Geo. Gillis Shoe Corp. (kne 
protector) 


ind elbow 


Ernie Godfrey (place kicking guide 
and film) 
H. & R. Mfg. Co. (field mark 


Ivory System (laces) 

Jacronda Mfg. Co. (magnetic 
board) 

Jamison Mfg. Co. (goal posts) 

King-O’Shea (shoulder, hip, and kidney 
pads) 

Maggie Magnetic (magnetic diagram board) 


coat hing 


DIAGRAM 
BOARDS 
FOOTBALL 

No. 8G-40 $24.95 
Baseball, baskeibalt 
available. Write 
Maggie Magnetic, int 
39 W. 32 St., NYC I 


COACHES’ MAGNETIC 


Marietta Co. (plastic masks) 

Mill-Mont Co. (mouth guard) 

Milwaukee Plast-O-Guard Co 
protector) 


(mouth 


Nocona Leather Goods Co. (shoulder pads, 
heimets) 

O-C Mfg. Co. (knee and elbow guards and 
caps, anklets, protective cup and sup- 
porter, ankle wraps) 

Ohio Athletic Specialty Co 
bar, cleat wrench) 


(double face 


Pecsolite Equipment Co. (protective gear) 

Pla-Saf Co., Inc. (face guard) 

Pocono Fabricators, Inc. (face guard 

Precision Athletic Goggle Co. (goggles) 

Program Aids Co. (magnetic coaching kit 
ERASO posters and charts) 


' 
The PROGRAM AIDS Co., Inc 
550 Fifth Avenue. New York 


Floor Finishes 


FOOTBALL 


(Special Equipment) 


Consolidated Laboratories 
Continental Car-Na-Var Corp. 
C. B. Dolge Co. 


Protection Equipment Co, ( protective 
equipment) 


POLVONITE 


FOOTBALL PADS 


The original fiberless pad 
for maximum player protection 


PROTECTION EQUIPMENT CO. 
100 Fernwood Ave., Rochester 21, N.Y. 


John T. Riddell, Ine. 


helmets) 


(safety suspension 


Safe-Play Goggle Co (shatterproof glasses) 

Smith & Waite (knee braces) 

Snitz Mfg. Co. (tote bags for uniforms) 

A. G. Spalding & Bros. (field markers, 
referee's horns and whistles, kicking 
tees and toes, knee and elbow pads) 

Puffy Pad Co. (pads for football blocking 
machines) 

Vettex Co. (mouth 

W. J. Voit Rubber Corp. (kicking tees, 
mouth protectors, sideline markers) 


protectors) 


Wilson Sporting Goods Co, (shoulder, 
hip, thigh, knee, 1 ib pads, ete.) 


GYM EQUIPMENT 


Complete Equipment 


Auleo Mig. Co 
-ame-Time, In 
yymnastic Supply Co 


SUPPLIES FOR 


GYMNASTICS 


SHOES HAND GRIPS 
PANTS GYM MATS 
CHALK APPARATUS 
GYMNASTIC SUPPLY CO. 


SAN PEDRO, CALIFORNIA 


Horn Div. of The Brunswick-Balke- 
Cotlender Co. 

Fred Medart Produc ts, Inc 

Nissen Gymport 

Porter Athletic Equipment Co 

Rawlings Sporting Goods Co 

“tute Sporting Goeds Co. 


Wilson Sporting Goods Co 


Boxing Equipment 


Atlas Athletic 
Everlast Sporting Goods Mfg. Co. 
Athletic Products Co. 
trunks and robes) 


Marty Gilman Ine. 


covers) 
Kennedy 
Che MacGregor Lo 


Equipment Co. 


General (boxing 


(training bags, pads, 


Goods Mfg. Co., Inc. 

(gloves) 

bred Medart Products, Inc 
rings) 

Mill-Mont Co 

O-C Mfg. Co. (hand wraps, protective cup 
and supporter) 


Sporting 


{ boxing 


(mouth guard) 


Rawlings Sporting Goods Co. 
A. G. Spalding & Bros 
W. J. Voit Rubber 


protectors) 


Corp. (mouth 


Wilson Sporting Goods Co 
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Hillyard Chemical Co. (also maintenance) 


Chosen for 


ACROSS THE NATION 


_ id 


HILLYARD 


GYM’ZVCFINISH 


15,000 .5 the country’s outstanding gym 
floors are protected by Hillyard-Gym Fin- 
ishes. 

TROPHY “Finish for Champions’—the tough- 
est, longest-wearing, lightest-colored, non- 
slip finish—can keep your floors in cham- 
pionship form the year round. 


Let Your Nearby 
Hillyard “Main- 
taineer"” ® prove 
this to your satis- 
faction. 


Pt 
t 
SS 
io 
—e 
St. Joseph, Missouri 


Passaic, N. J. San Jose, Calif. 


Huntington Labs. Inc. 


SAVE 


on maintenance costs 
and have longer 


lasting floors... 


Ask for the Man Behind the Drum 


HUNTINGTON & LABORATORIES 


Huntington, Indiana 
Philadelphio 35,Pa. © Toronto 2, Ontario 


Sonnet 


Multi-Clean Products, Inc. 
The Selig Co., Ine. 

Vestal Chemical Labs. 
West Disinfecting Co. 


Folding Bleachers 


Berlin Chapman Co. 

Horn Div. of The Brunswick-Balke 
Collender Co. 

Hussey Mfg. Co. 

Fred Medart Products, Ine. 

Safway Steel Products, Inc. 

Universal Bleacher Co. 

Wayne Iron Works (folding grandstands) 


Folding Gym Partitions 


Horn Div. of The Brunswick-Balke- 
Collender Co. 
Richards-Wilcox Mfg. Co. 


, ~ 
ot" 


Macalester College Field House, St. Paul, Minn. 


MULTI-CLEAN GYM FINISH 


Smooth, tough, elastic, light-colored, 
non-slippery, resistant to scuffing and 
rubber marks. MuLTI-CLEAN Gym Fin- 
ishes are all these . . . and fast-playing, 
too. 

Your nearest MULTI-CLEAN Mar will 
help you pick proper materials and 
supervise application. Call him today 
...or write MuLtTI-CLEAN for Informa- 
tion Bulletin, ‘‘Multi-Clean Method 
For Finishing And Maintaining Your 
Gymnasium Floor’’. 


Saale MULTI-CLEAN 
[sens 


GYM 
Finish pe 


MULTI-CLEAN PRODUCTS, INC. 
Dept. SC, St. Paul 1, Minnesota 


Gym Dividing Nets 


The Carron Net Co. 
The Linen Thread Co., Inc. 


GOLD MEDAL NETS for Gym Division 
Gym netting and dividing nets especially 


adapted for division of indoor floor space. 
Have multiple uses. Made to order. 


The LINEN THREAD CO., Inc. 


Blue Mountain Alabama 


Gym Floors 


American Bitumuls & Asphalt Co. (Mastic) 
Connor Lumber & Land Co. 


Jennison-Wright Corp. (kreolite end grain 
wood block floors) 


Maple Flooring Mfgrs. Assn. 
Robbins Flooring Co. 
J. W. Wells Lumber Ce. 


Gym and Wrestling Mats, Covers 


Aalco Mfg. Co. (gym mat rebuilding) 
American Playground Device Co. 
Arrow System 

Atlas Athletic Equipment Co. 

Fred Medart Products, Inc. 

National Sports Co. 

Porter Athletic Equipment Co. 
Premier Athletic Products Corp. 
Protection Equipment Co. 


POLVONITE 
GYM and WRESTLING MATS 


The all-vinyl foam mat 
proved best by trial and test 


PROTECTION EQUIPMENT CO. 
100 Fernwood Ave., Rochester 21, N.Y. 


Div., Service Canvas Co., 


Ls A (OD 


GYM MATS © 


Ne J pean 
AO ( 
SEND US YOUR SPECIFICATIONS 
“IMPACT INJURIES TO THE HEAD” 


an interesting article in our 
catalog sent on request 
U.S. MAT CO. Div. 
SERVICE CANVAS CO., INC. 


145 Swon St Buffalo 3, N.Y 


WRITE DIRECTLY TO THE COMPANIES FoR 
THEIR CATALOGUES. ADDRESSES WiLL BE 
FOUND ON PAGE 35. FOR ADDRESSES 
NOT LISTED WRITE SCHOLASTIC COACH, 
33 WEST 42ND ST., NEW YORK 36, N.Y 


> ee 22228444 442226264 oo 


Volland Mat Co. 


The Sensational New 


“PLASTILITE”’: 


Featherweight Gym Mat 
- Covered with ‘‘Naugahyde”’ 
VOLLAND MAT CO. 


19 Fairchild Drive 
BUFFALO 26, NEW YORK 


Gym Uniforms 


Including girls’ gym and play suits) 


Tom Broderick Co. 

Champion Knitwear Co. 

General Athletic Products Co. 
(T shirts—pants—gym shirts) 

Da Val Mfg. Co. (gym pants) 

National Sports Co. 

Rawlings Sporting Goods Co. 

Wilson Sporting Goods Co. 


Table Tennis 


General Sporteraft Co. Ltd. (complete 


equipment) 


‘2. 


COMPANY 
33 New Bridge Rd., Bergenfield, N. J. 


Harvard Table Tennis Co. 


or Championship Fas 


Harward 


rpm nt 


TABLE 
TENNIS 


Harvard Table "Tennis Co. 
60 STATE STREET, BOSTON 9, MASS 


Rawlings Sporting Goods Co. 
Sico Mfg. Co. 
Wilson Sporting Goods Co. 


Trampoline 


Nissen Trampoline Co. 


IF 

IT ISN'T 

A 

NISSEN 

IT 

ISN'T A 
TRAMPOLINE 


CHOICE OF OVER 
8,000 SCHOOLS 


Write for 


NISSEN TRAMPOLINE CO. Cedar Rapids, lowa 


Trampolin 


Aaleo Mig. Co. 


American Trampoline Co. 


AMERICAN TRAMPOLINES 
Compare AMERICAN TRAMPOLINES with 
others on the market. AMERICAN S 
advantages give better performance and 
longer life. Specify AMERICAN TRAMPOLINES 

get the finest 


THE AMERICAN TRAMPOLINE CO. 


Jefferson, lowa 


exclusive 


Write for free catalog 


Fenner-Hamilton Co. 


TRAMPOLINS 


The GYM-MASTER line is 
the most complete and 
most advanced on the 
market, 


clusive features 

Write toda free catalog 

FENNER-HAMILTON CO 
3200 S$ Zuni Street 

ENGLEW COLORADO 


with many ex- 


Game-Time, Ine. 

Larry Griswold (bed 
Fred Medart Product-, Inc 
Sidlinger Products Co 
Dick Smith 


Special Equipment 


American Playground Device Co. (outdoor 
physical conditioning equip., gym basket 
racks) 

R. E. Austin & Son (mat racks, uniform 
racks, mat hangers, volleyball standards) 

Billard Barbell Co. (barbells) 

Bradley Washfountain Co. (group showers) 

Butler Mfg. Co. 

Chicago Hardware Foundry Co. 
hand dryer) 

Cosom Industries (Scoop and Fun Bal! Set) 

Electric-Aire Eng. Corp. 

Fairbank-Morse & Co. (gym scales) 

Haldeman Homme Mfg. Co. (basketball 
practice equipment) 

Hamilton Mfg. Co. 

Hoop Scoot 

Jayfro Athletic Supply (steel chain 
basketball nets) 

Lite Net Tite 


(gymnasium buildings) 
(electric 


(hair-driers) 


(equipment drier) 


(net tightener) 

Lou-Pel Mfg. (metal basketball nets) 

Barbell Co. (barbells) 

Mercury Equipment Co. (corrective 
equipment) 

Minnesota Mining & Mfg. 
marker) 

Neubaur Mfg. Co. (gym basket racks) 

Perfo Mat & Rubber Co. (broad jump mats) 

(bouncer) 


Dan Lurie 


(plastic floor 


Recreation Equipment Co. 
Steber Mfg. Co. 
Stewart Iron Works (window guards) 
R. E. Titus Gyni Scooter Co. (game device) 
V & B Equipment Co. 
hanger—storage rack) 
Wilson Sporting Goods Co 
Indian clubs) 
York Barbell Co. 


(gym lighting fixtures) 


(equipment 
(dumbbells, 


(barbell 


ICE HOCKEY 


Complete Equipment 


Pucks, sticks, skates, uniforms 


All-American ™ oreboard ( orp (electric 
scoreboard) 

The Carron Net Co. 

General Athletic 


and stockings) 


(nets) 


Products 


Mig. Co., Ine 
pants) 


Kennedy Sporting Goods 
(gloves, helmets, pads, 

The Linen Thread Co., Inc. 

Program Aid Co, Ine. 
coaching kits) 


{ goal nets) 


(magnetic 


Rawlings Sporting Goods Co 
Wilson Sporting Goods Co 


Pucks 


Seamless Rubber Co. 
United States Rubber Co. 
Wilson Sporting Goods Co. 


LAUNDRY EQUIP. MFRS. 


UniMae Co. 


Fast, Economical Laundering 
of All Athletic Washables 


with the 36-lb. UniMac 
washer-rinse-extractor 
combination 
Dept. KD-69 
UniMac Company 
Miami Circle, NE 
Atlunta 5, Georgia 
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For Efficiency, Economy 
and Lifetime Durability 


AMERICAN 
Appoved 


DRESSING ROOM 
EQUIPMENT 


_ _— = | 


ALL-AMERICAN 
HEAVY DUTY 
UNIFORM HANGER 


Faster, more 
thorough drying 
accommodates 
all of a play- 
er's basketball, 
baseball or foot- 
ball gear. Hot 
dipped tinned 
finish protects 
against rust. 
Metal number 


plates to order. 


APPROVED 
HEAVY DUTY 
STEEL RACKS 
Perfect storage 
for.gym bas 
kets. Supplied 
with padlock 
hasps and 
number plates 
numbered to 
your order 


AMERICAN 
APPROVED 
GYM BASKETS 
with padlock loop 
and number plate 


Write for Literature 


AMERICAN 


PLAYGROUND DEVICE Co. 
ANDERSON, INDIANA, U.S.A. 


RLD'S LARGEST 


RERS OF ‘FINE 
WIMMING 


JIPMENT 


‘iii’ LOCKER ROOM 


Baskets 


American Playground Device Co. (basket 
racks, cocoa matting) 

American Wire Form Corp. 

Berger Mfg. Co. 

Game-Time, Inc. 

Gymnastic Supply Co. 

Kasper Wire Works 

Ocean Pool Supply Co. 

Stewart Iron Works (wire partitions) 


Deodorants 


Consolidated Laboratories 
C. B. Dolge Co. 

Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Pennsylvania Salt Mfg. Co. 
The Selig Co., Ine. 

Vestal Chemical Labs. 


Disinfectants 


Cramer Chemical Co. 

C. B. Dolge Co. 

Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Pennsylvania Salt Mfg. Co. 
The Selig Co., Inc. 

Vestal Chemical Labs. 


Foot Baths 


American Playground Device Co. 
Cramer Chemical Co. 

C. B. Dolge Co. 

Everwear Mfg. Co. 

Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Ocean Pool Supply Co. 

Vestal Chemical Labs. 

West Disinfecting, Co. 


Foot Bath Solutions 


American Playground Device Co. 
Consolidated Laboratories 
Cramer Chemical Co. 

C. B. Dolge Co. 

Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Pennsylvania Salt Mfg. Co. 

The Selig Co., Inc. 

Vestal Chemical Labs. 

West Disinfecting Co. 


Locker Room Sandals 


Beacon Falls Rubber Footwear 

Ocean Pool Supply Co. 

Sani-Tread Co., Inc. (locker room slippers) 
Wilson Sporting Goods Co. 


Showers 


Bradley Washfour‘ain Co. (group showers) 
Powers Regulator Co. (thermostatic 
control) 


Steel Lockers 


Berger Mfg. Div., Republic Steel Corp. 
(also steel shelving) 

De Bourgh Mfg. Co. 

Dudley Lock Corp. (locker locks) 

Gymnastic Supply Co. 


Master Lock Co. (locker locks) 


Finest Locker Security 


No. 1500 
Rugged, depend- 
Your contro! key able—a long-time 
opens every locker school favorite 


Master Jock Co. 


Milwaukee 45, Wisconsin 


No. 1525 
Key-Controlled 


Tile Cleaners 


Berman Chemical Co. 
Consolidated Laboratories 
Continental Car-Na-Var Corp. 
C. B. Dolge Co. 

Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Pennsylvania Salt Mfg. Co. 
Vestal Chemical Labs. 


Towels 


Bay West Paper Co. 
Champion Knitwear Co. 
Ocean Pool Supply Co. 
Theodore Mayer & Co. 
George McArthur & Sons 


McARTHUR 


Gymnasium Towels 
Terry Cloth Bathrobes 
Fine Products Designed for 
Cost-Conscious Schools 
| OVER 2000 SATISFIED ACCOUNTS 
WRITE FOR PRICES AND SPECIFICATIONS 
Order NOW for Sure Delivery 


| GEO. McARTHUR AND SONS, INC. | 
BARABOO-WISCONSIN | 


Uniform Hangers 


American Playground Device Co. 
American Wire Form Corp. 
Champion Sports Utilities Co. 
University Athletic Equipment Co. 


FOOTBALL COACHES 
GIVE YOUR PLAYERS A BREAK 


PERMIT YOUR PLAYERS TO WEAR 
DRY UNIFORMS DAILY with the use of 


“LAMARWAY” DELUXE 
UNIFORM DRYING HANGERS 
Patented 
THOUSANDS IN USE 
1—A sanitary method of hanging and drying 
—players receive dry equipment daily. 


2—A real equipment saver—prolongs the life 
of football or baseball uniforms. 


UNIVERSITY ATHLETIC EQUIPMENT CO. 
1820 HOPKINS ST., BERKELEY 7, CALIF. 


V & B Equipment Co. 


Wire Mesh Partitions 


Stewart Iron Works 


PLAYGROUND \ 


American Bitumuls & Asphalt Co. 
(surfacing) 
American Playground Device Co. 


HH! {Ih 


 Superisr Design, 
» Construction and 
PERFORMANCE 


{far greater 
strength and 
SAFETY! 


PLAYGROUND 
| AND SWIMMING 
POOL EQUIPMENT 


The wise choice of experienced 
buyers for nearly half a century. 


WRITE FOR LITERATURE 


AMERICAN 


PLAYGROUND DEVICE Co. | 
ANDERSON, INDIANA, U.S.A. 


American Trampoline Co. 


R. E. Austin & Son 


TWIN-SUPPORT OUTDOOR 
BASKETBALL GOAL 


—~ An extra sturdy welded 

a goal. The vertical sup- 

ported pipes are 3 
| inches in diameter. The 
: angle pipes are 3 inches 


in diameter. Fan shaped 
backboard extends 2'2 
feet forward. All pipes 
and fittings are hot 
dipped galvanized. 


R. E. AUSTIN & SON 
701 BEDFORD AVE., BELLMORE, N. Y. 


Jayfro Athletic Supply (steel chain basket- 
ball nets, multi-purpose standa: ds tether- 
ball sets) 

Jyfre 
BASKETBALL 
STEEL CHAIN 


NETS 


3 Years Cuarantee! 
outdoors or indoors 
Also Featuring Jayfro’s Custom Built 
NYLON BASKETBALL NETS & BALL CARRIERS 
“ALUMINUM MULTI-PURPOSE STANDARDS 
TETHERBALL POLES & PADDLE SETS 
“ALUMINUM SHUFFLEBOARD SETS 
“ALUMINUM BATTING TEES 

© Send for Free Catalog «+ 
JAYFRO ATHLETIC SUPPLY CO. 
Dept. S, Box 1065, NEW LONDON, CONN. 


The Linen Thread Co., Inc. 
nets) 


(volleyball 


GOLD MEDAL NETS for Volley Ball 


Come in black or white (dyed or tarred) 
with patented rope loops, 30 and 32-foot 
lengths. Heavy duck top binding with 
taped bottom and ends. 


The LINEN THREAD CO., Inc 


Blue Mountain Alabama 


Colprovia Roads, Ine. 
surfacing) 

Cosom Industries (Scoop and Fun Ball Set) 

Everwear Mfg. Co. 

Fenner-Hamilton Co. (trampolin) 

Game-Time, Inc. 

General Playground Equipment, Inc. 

Gymnastic Supply Co. 

H. & R. Mfg. Co. (swing seats) 

Jamison Mfg. Co. 


(playground 


..*.* = eee. 


P] WRITE DIRECTLY TO THE COMPANIES FOR fi 
¢] «THEIR CATALOGUES. ADDRESSES WILL “BE 4 
1] FOUND ON PAGE 35. FOR ADDRESSES }4 
‘ NOT LISTED WRITE SCHOLASTIC COACH, }f 
{33 WEST 42ND ST., NEW YORK 36, N. Y. 


Lou-Pel Mfg. (metal basketball nets) 
The MacGregor Co. 
Fred Medart Products, Inc. 


Nissen Trampoline Co. 


“ey. | panrqums 


NISSEN 


“WRITE FOR 


FLASHFOLD 


in FREE CATALOG 
200 A Ave., N. W., Dept. A, Cedar Rapids, lowa 


Nocona Leather Gds. Co. (volleyballs) 

Pennsylvania Athletic Products 
balls, softballs) 

Porter Athletic Equipment Co 

Rawlings Sporting Goods Co. 

A. J. Reach, Wright & Ditson 

Recreation Equipment Co. 

Dick Smith Trampolines 

A. G. Spalding & Bros. 

State Sporting Goods Co. 

W. J. Voit Rubber Corp. (bal! 

Wilson Sporting Goods Co 


PUBLISHERS 


John L. Adams (basketball se« 
Association Press 

A. S. Barnes & Co. 

Wm. C. Brown Co. 

Burgess Pub. Co. 


Cramer Chemical Co books) 


trainir 


(volley- 


For Books on: 
FOOTBALL, BASKETBALL, PHYSICAL EDUCA 
TION ACTIVITIES — Men and Women, TUM 


BLING AND APPARATUS STUNTS, TENNIS, 
DANCE, CAMPING, BASEBALL, FENCING, 
INTRAMURAL SPORTS, and GOLF Write 


WM. C. BROWN COMPANY 
Publishers 
Dubuque, lowa. 


H. I. Driver (tennis books) 

E. P. Dutton & Co., Ine. 

Football News 

Houghton Mifflin Co. 

McGraw-Hill Book Co. 

Mohawk Valley Sports, Inc. 
scorebook) 

C. V. Mosby Co. 

Ocean Pool Supply Cv. 
scorebook) 

Carl H. Olson (track & field scorecards) 

Prentice Hall, Ine. 

Program Aids Co. 

G. P. Putnam 

Ronald Press 

W. B. Saunders Co. 

School Aid Co. 


(basketball 


(swimming 


(posters and charts) 


gamma FRB AE RY senses 


Rifles 


Harrington & Richardson Arms Co. 

Marlin Firearms Co. 

O. F. Mossberg & Sons 

Remington Arms Co. 

Savage Arms Co. 

L. C. Smith Gun Co. 

J. Stevens Arms Co. 

Western Cartridge Co. (ammunition, rifles) 

Winchester Repeating Arms Co. 
(ammunition, rifles) 


inna ROLLER SKATES iwi 


Chicago Roller Skate Co. (skates and shoes) 


ROLLER SKATING 


a low cost activity 


---Rubber Tire Skates--- 


ABSOLUTELY 
GUARANTEED 


-NOT TO _, SCRATCH OR DAMAGE -~ 


4478 W. LAKE ST., Pei 24, ILLINOIS 


P. Harris Hardware & Mfg. Co 
Union Hardware Co. 
Winchester 


SHOES 


Complete Equipment 


basketball, football, gym, 
track, tennis 


Baseball 


brooks Shoe Mig. Co 
Chicago Roller Skate Co 


shoes) 


(roller skates and 
Rubber Co 


Geo. Gillis Shoe Corp 
Hyde Athletic Shoe Co. 


SHOES 
FOR EVERY 
SPORT... 


CAMBRIDGE 4} 


Con eres 


MASSACHUSETTS 


The MacGregor Co. 


Uachreyer 


SPORTS EQUIPMENT 


“The Choice of Those Who Play the Game” 


Mercury System (shoe rebuilders) 
Rawlings Sporting Goods Co, 


ATHLETIC EQUIPMENT 
First Choice for 
FOOTBALL + BASKETBALL 
BASEBALL + GYM 
The Finest In The Field!’ 


John T. Riddell, Ine. 

A. G. Spalding & Bros. 
Spot-Bilt, Ine. 

Wilson Sporting Goods Co. 


Fastest nationwide service 


from 32.branch offices 


Baseball 


Athletic Shoe Co. 

Beacon Falls Rubber Footwear 
Brooks Shoe Mfg. Co. 

Converse Rubber Co 

Hyde Athletic Shoe Co 

John T. Riddell, Ine 

Spot-Bilt, Ine. 

United States Rubber Co. (softball) 
Joseph T. Wood Co. (Sealand Inc.) 


Basketball 


Beacon Falls Rubber Footwear 

Bristol Mfg. Co. 

Brooks Shoe Mfg. Co. 

Converse Rubber Co. 

Hood Rubber Co. & B. F. Goodrich 
Mishawaka Rubber & Woolen Mfg. Co. 
John T, Riddell, Ine. 

Sperry Top-Siders 

United States Rubber Co. 
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CONVERSE 


ALL STAR 
BASKETBALL SHOES 


America’s No. 1 Basketball 
Footwear 


CONVERSE RUBBER CO. 


MALDEN 48 MASSACHUSETTS 


Bowling 


Athletic Shoe Co. 

Brooks Shoe Mfg. Co. 
Converse Rubber Co. 

llyde Athletic Shoe Co. 
John T. Riddell, Inc. 
Sperry Top-Siders 
Spot-Bilt, Inc. 

Wilson Sporting Goods Co. 


Football 


Athletic Shoe Co. 

Beacon Falls Rubber Footwear 
Brooks Shoe Mfg. Co. 
Converse Rubber Co. 

Hyde Athletic Shoe Co. 

John T. Riddell, Ine. 


fob riDDell 


CHICAGO 


Specialists in Finer Athletic Equipment 
for Head and Foot 


Spot-Bilt, Ine. 


Look for the 
White Spot; 

sign of quality 
since 1898. 


SPOT BIL 


CAMBRIDGE 42, MASS, 


Gym 


Beacon Falls Rubber Footwear 

Brooks Shoe Mfg. Co. 

Converse Rubber Co. 

Hood Rubber Co. & B. F. Goodrich 
Mishawaka Rubber & Woolen Mfg. Co. 


United States Rubber Co. 


Soccer 


Beconta, Ine. 

Brooks Shoe Mfg. Co. 
General Sportcraft Co. Ltd. 
Hyde Athletic Shoe Co. 
Wilson Sporting Goods Co. 


Tennis 


Beacon Falls Rubber Footwear 

Brooks Shoe Mfg. Co. 

Converse Rubber Co. 

Hood Rubber Co. & B. F. Goodrich 
Mishawaka Rubber & Woolen Mfg. Co. 
A. J. Reach, Wright & Pitson 


United States Rubber Co. 


Track 


Beacon Falls Rubber I ootwear 
Beconta, Inc. 

Brooks Shoe Mfg. Co. 
Converse Rubber Co. 

Hyde Athletic Shoe Co. 

John T. Riddell, Inc. 
Spot-Bilt, Ine. 

United States Rubber Co. 


SOCKS tina in 


The Adler Co. 

Beacon Falls Rubber Footwear 
Champion Knitwear Co. 

King Sportwear Co, 

The MacGregor Co. 

Mishawaka Rubber & Woolen Mfg. Co. 
Nelson Knitting Mills : 

Rawlings Sporting Goods Co. 

Ripon Knitting Works 

Rockford Textile Mills, Ine.. 


TEAMS ON THEIR TOES 
WEAR 


Magic hore 


sport-casual socks 


ROCKFORD 


TEXTILE MILLS INC 
McMINNVILLE, TENNESSEE 


United States Rubber Co. 
Wigwam Mills, Inc. 


for every 


WIGWAM MILLS, INC., Sheboygan, Wis. 


Wilson Sporting Goods Co. 


SWEATERS, JERSEYS 


American Athletic Wear Co. (warm-up 
jackets) 

Butwin Sportswear (award and warm-up 
jackets) 

Champion Knitwear Co. 

General Athletic Preducts Co. 
and warm-up jackets) 


(award 


Imperial Knitting Co. 
King-O’Shea 

The MacGregor Co. 

Rawlings Sporting Goods Co. 
Roper Knitting Co. 


Sand Knitting Mills Corp. 

Solin Sporting Goods Co. (award sweaters) 
A. G. Spalding & Bros. 

Trojan Athletic Wear Co. 

Wilson Sporting Goods Co. 

Yearite Sportswear 


waa WA MG BOA Gi 


Bathing Suits and Swim Suits 


WINN 


American Wire Form Corp. (wrist bands, 
checks, wire baskets) 

Champion Knitwear Co. 

Dr. Frank Ear Stopple Co. (ear protectors) 

Gilman Sptg. Gds. Co. (kickfloats) 

Hussey Mfg. Co. (demountable piers, floats, 
etc.) 

King-O’Shea 

George McArthur & Sons (robes) 

Ocean Pool Supply Co. 


CEAN POOL 


* RACING 
TRUNKS 


* DIVING 
TRUNKS 


* WATER POLO 
EQUIPMENT 


° TEAMS EQUIPPED 


write for CATALOGUE C 


Ocean Pool re Co. Inc, 155 W234 


Seamless Rubber Co. 
United States Rubber Co. 


(caps) 


WRITE FOR 
LITERATURE 


/-/ AMERICAN 8 Nl 


felon lime 


ANION I IN 
DIVING BOARD 


World's Finest Official Board 
Rugged Aircraft Girder Construction, 
Unequaled in Design, Durability and 
Performance by any board built today. 
Exclusive international Distributors 


AMERICAN 


PLAYGROUND DEVICE CO. 


ANDERSON, INDIANA, U.S.A. 
WORLD'S LARGEST MANUFACT 
PARK, PICNIC PLAYGROU 


POOL AND DRESSING ROOM EQUIPMENT 


»*.*. 2 24 * 4 * * 2244424464474 226 


WRITE DIRECTLY TO THE COMPANIES For 
= CATALOGUES. ADDRESSES WiLi BE 

D ON PAGE 35. FOR ADDRESSES 
NOT | LISTED WRITE SCHOLASTIC COACH, 
33 WEST 42ND ST., NEW YORK 36, N. Y 
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Diving Boards and Stands 


American Playground Device Co. 
ladders, lifeguard chairs, life lines 
markers, pool slides} 


(pool 


American Trampoline Co. (dive-o-tramps) 


Norman Buck Mfg. Co. 


The only sensible answer to 


the Springboard problem 


Makes all other diving boards 
Obsolete 


The Multiple Unit Aluminum 
BUCKBOARD 


Norman Buck Manufacturing Co. 


2332 Eastlake Seattle 2, Wash. 


Everwear Mfg. Co. 
Fenner-Hamilton Co. 
Game-Time, Inc. 


(trampolin diver) 


General Playground Equipment, Inc 
Hussey Mfg. Co. 
Bradley M. Layburn Co. 
Nissen Trampoline Co. 
springboard) 


(minitramp 


THE MODERN SPRINGBOARD 


PORTABLE 
EASY TO CARRY 


WRITE FOR FREE BULLETIN 


NISSEN TRAMPOLINE’ COMPANY 
200 A Avenue, N.W., 


Ocean Pool Supply Co. 
Recreation Equipment Co. 
Floodlights (Underwater 
Crouse-Hinds Co. 
Ocean Pool Supply Co. 
Water Chlorinators 


Everson Mfg. Co. 
Hillyard Chemical Co. (tile sea! 
Pennsylvania Salt Mfg. Co. 


bleaches) 


Pool Cleaning Equipment 


American Playground Device ¢ 
General Playground Equipment. |» 
Ocean Pool Supply Co 
Recreation Equipment Co. 
Standard Pool Cleaner Co 


Cedar Rapids, la 


mene TENTS 


Complete Equipment 


Baer Reinforced Plastic Prod. 
repair kit) 

Bancroft Sporting Goods Co. 

Cortland Racket Div. 
Co., Ine. 


(plastic 


of the Cortland Line 


Cragin-Simplex Co. 

Game-Time, Inc. 

General Sporteraft Co. Ltd. 

Kennedy Sporting Goods Mfg. Co., Inc. 

The MacGregor Co. 

Rawlings Sporting Goods Co. 

A. J. Reach, Wright & Ditson (except 
clothing) 

A. G. Spalding & Bros. 


Wilson Sporting Goods Co. 


a 


Fastest nationwide service 
from 32 branch offices 


(posts, reels, backstops) 


Win With 


Wihon 


Backstops 


American Playground Device Co. 
Continental Steel Corp. 

Page Fence Assn. 

Stewart Iron Works 

Wayne Iron Works 


Balls 


Dunlop Tire & Rubber Corp. 
Pennsylvania Athletic 
Rawlings Sporting Goods Co. 
A. G. Spalding & Bros. 
Wilson Sporting Goods Co 


Products 


Dust Settlers 


Gulf Refining Co. 
Pittsburgh Plate Glass Co. 
Div., Allied 


Solvay Process Chemical & 


Dye Corp. 


Nets 


American Chain & Cable Co., Inc 
American Playground Device Co 
R. E. Austin & Son 
and nets) 
The Carron Net Co. 
Cortland Line Co. 
Frost Woven Wire Co. 
General Sporteraft Co. Ltd 


(steel tennis net posts 


' 
(sieel nets) 


The Linen Thread Co., Inc. 


GOLD MEDAL NETS for Tennis 


Famous Super-Champion, Champion and 
Tournament—both single- and doubije-cen 
ter. A long-wearing net for every purse and 
purpose. NEW! Linen tennis nets 


The LINEN THREAD CO., Inc. 


Blue Mountain 


Alabama 


Fred Medart Products, Inc. (standards 
Rawlings Sporting Goods Co 
A. G. Spalding & Bros. 


Wilson Sporting Goods Co 


TENNIS 


Special Equipment 


(markers) 
& Asphalt Co 


Allison Mig Co 


Ditumuls court 


(merican 
surfacing) 

Renson Optical Co. (safety glasses) 
(court surfacing) 

(rackets) 

(steel racquets) 


Colprovia Roads, Inc 
Cragin-Simplex Co 
Dayton Racquet Co 
E. I. DuPont De Nemours Co. (nylon 
racket string 
F.C. Feise Co 
H. & R. Mfg. Co. (markers) 
Jamison Mfg. Co. (net posts and tighteners) 
E. P. Juneman Corp. (strings) 
(tournament charts) 


ennis court construction) 


Program Aids Co. Ine. 


TIMERS 


(Stop Watches) 


we TA TN IM 


Clebar Watch Co. 
Dimeo-Gray (electric) 

M. Ducommun Co. 

The MacGregor Co 

Ocean Pool Supply Co. 
Jules Racine & Co. 

Rawlings Sporting Goods Co 
A. G. Spalding & Bros. 
Wilson Sperting Goods Co 


TRACK AND FIELD 


Complete Equipment 


Hurdles, vaulting poles, javelins, shots, 


shoes, etc 


Beconta, Ine. 
Champion Knitwear Co 

Harry Gill Co. 

The MacGregor Co 

Rawlings Sporting Goods Co. 

Sand Knitting Mills Corp. (uniforms 
Spanjian Sportswear (uniforms 
rack and Field, Ine 

Wilson Sporting Goods Co 
Wilton Mfg. Co 


Special Equipment 


Aluminum Athletic Equip. Co. (aluminum 
hurdles, standards, poles, crossbars, 
starting blocks, batons, ete.) 

Bitumuls & Asphalt Co. (all- 


weather tracks) 


American 


STOP CANCELLING TRACK MEETS! 
GET FULL INFORMATION 
ON THE NEW GRASSTEX 
ALL- WEATHER RUNNING TRACK! 


Low initial cost, low maintenance 
all-weather availability— call 


1 


| American Bitumuls 
4: Asphalt Company 


320 Market St., San Francisco 20, Calif. 


all-year, 


wire —write 


Manufacturers and marketers of famous Grasstex : 
and Laykoldi) NON-MAINTENANCE TENNIS COURTS 


R. W. Arnett (starting block«) 

Athletic Products Co. (knee brace) 

John T. Core (score cards) 

‘ harles H 
bars) 


Demarest, Inc. (bamboo cross- 
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WRITE DIRECTLY TO THE COMPANIES FOR 
THEIR CATALOGUES. ADDRESSES WILL BE 
FOUND ON PAGE 35. FOR ADDRESSES 
NOT LISTED WRITE SCHOLASTIC COACH, 
33 WEST 42ND ST., NEW YORK 36, N. Y. 
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Economy Track Equipment Co. (hurdles) 

F. C. Feise Co. (all-weather track 
surfacing) 

Freed-Print (ribbon awards) 

General Athletic Products Co. (uniforms 
warm-up clothing) 

H. & R. Mfg. Co. (lane markers) 

John L. Haines Co. (standards) 

House of Harter (ribbon awards) 

Ideal Cabinet Corp. (folding hurdle) 

Jayfro Athletic Supply Co. (multi-purpose 
aluminum standards) 

K. & P. Athletic Co. (metal cross-bars) 


DOW-METAL Crossbars, Standards 
for Pole Vaulting —High Jumping 
Write for the name of your nearest dealer 


K. & P. ATHLETIC COMPANY 
1115 Jerome St. Midland, Mich. 


Lan-Mar Mfg. Co. (track pants) 
The Miller Co. (starting blocks) 
Carl H. Olson (score cards) 


Olson Track and Field Score Cards. 
Complete Summary and Event ® 
@ Cards for Conducting Your Track @ 
Meets. 


+ f 
© CARL H. OLSON . 


BOX 567 PATCHOGUE, N. Y. 


Program Aids Co. Inc. (awards—ERASO 
posters and charts) 

S. F. Vincent Reel (decathlon kit) 

Roseman Tractor Equip. Co. (track 
tiller-rake) 

Snitz Mfg. Co. 


etc.) 


(tote bags for discus, shot, 


TRAINING ROOM 


Complete Equipment 


Bike VW eb Co. 

Cramer Chemical Co. 

Cyclotherapy Ine. (hand therapeutic device) 

Fred Medart Products, Inc. (physical 
therapy equipment) 

Mine Safety Appliances (oxygen vitalator) 

Niagara Therapy Corp. (mechanical 
masseur) 

A. G. Spalding & Bros. 

Wilson Sporting Goods Co. 


Athlete’s Foot Preventives 


American Playground Device Co. (foot- 
baths) 

Bike Web Co. (Anti-Fungal Spray) 

Cramer Chemical Co. 

C. B. Dolge Co. 

Hillyard Chemicai Co. 

Huntington Laboratories, Inc. 

Ivory System (Vita-San) 

Ocean Pool Supply Co. (footbaths) 

Onox, Ine. 

Pharma Craft Corp. 
remedy) 

Sani-Mist, Ine. 


(* 


Ting” athlete's foot 


Bandages 


Becton, Dickinson & Co. (Ace Elastic) 

Bike Web Co. 

Connecticut Bandage Mills, Inc. (elastic 
bandages) 

Harry Gilcrest (bandage cutter) 

Johnson & Johnson 

The MacGregor Co. 

Rawlings Sporting Goods Co. 

A. J. Reach, Wright & Ditson 

A. G. Spalding & Bros. 

Wilson Sporting Goods Co. 


Pads and Guards 


Air Pad & Brace Co. 

Athletic Products Co. (knee brace) 

Bike Web Co. 

C. D. Dennison Corp. (supporter for 
dislocated shoulder) 

Gates Sport Supply (shoulder harnes-) 

The MacGregor Co. 

Mill-Mont Co. (mouth guard) 

O-C Manufacturing Co. 

Orthopedic Frame Co. (orthepedic 
emergency splint) 

Rawlings Sporting Goods Co. 

A. J. Reach, Wright & Ditson 

A. G. Spalding & Bros. 

Wilson Sporting Goods Co. 


Tape, Adhesive and Medicated 


Becton, Dickinson & Co. 


* ELASTIC BANDAGES 
LN 


Bike Web Co. 

Cramer Chemical Co. 
Johnson & Johnson 

The MacGregor Co. 
Seamless Rubber Co. 
Wilson Sporting Goods Co. 


Whirlpool Baths 


Dakon Corp. 


DAKON WHIRLPOOL BATHS 
for the training room 
Send TODAY for catalogue SC 


DAKON CORPORATION 
1836 Gilford Ave., New Hyde Park, N. Y. 


Jacuzzi Bros. 

Laurens Laboratories 

Monitor Equipment Co. 
Vibra-Whirl & Co. 

Whitehall Electro Medical Co. 


1958 ° 1959 


ADVERTISERS 


AALCO MFG. CO 
2729 Wyandotte St., St. Louis, Mo 


ADIRONDACK BATS, INC. 
Dolgeville, N. Y. 


AIR PAD & BRACE CO. 
133 Buckeye St., Elyria, Ohio 


ALUMINUM ATHLETIC EQUIPMENT CO 
Box 145, Wynnewood, Pa 


AMERICAN BITUMULS & ASPHALT CO. 
320 Market St., San Francisco 20, Calif 


AMERICAN PLAYGROUND DEVICE CO 
1801 Jackson St., Anderson, Ind 


AMERICAN TRAMPOLINE CO. 
P. O. Box 368, Jefferson 13, lowa 


AMERICAN WIRE FORM CORP. 
209 Mallory Ave., Jersey City 5, N. J 


ARNETT, R. W. 
P. O. Box 527, Inglewood, Cal 


AUDIO EQUIPMENT CO., INC 
P. O. Box 192, Port Washington, N. Y 


AUSTIN-CEDAR GYMNASIUM EQUIPMENT CO 
701 Bedford Avenue, Bellmore, N. Y 


AUSTIN, R. E., & SON 
701 Bedford Avenue, Bellmore, N. Y 


A-V MOTION PICTURE SERVICE 
306 West Jackson Bivd., Chicago, Ill 


BECTON, DICKINSON & CO. 
Rutherford, N. J 


BEHRENS MFG. CO., INC 
Waukesha, Wisc. 


BENSON OPTICAL CO. 
1812 Park Ave:, Minneapolis, Minn 


BERLIN CHAPMAN CO 


Berlin, Wisconsin 


BIKE WEB CO 
309 W. Jackson Blvd., Chicago 4, Ill 


BLACK STUDIO, INC. 
254 So. Ferry St., Schenectady, N. Y 


BRADLEY WASHFOUNTAIN CO. 
2281 W. Michigan St., Milwaukee, Wisc. 


BROWN, M. D., CO. 
Lake St., Niles, Mich. 


1959 


JUNE, 


BUCK, NORMAN, MFG. CO. 
2332 Eastlake, Seattle, Wash. 


BUCKNER MANUFACTURING: CO., INC 
P. O. Box 232, Fresno, Cal 


CEDAR KRAFT COMPANY 
948 Pennoyer Ave., Grand Haven, Mich 


CHAMPION KNITWEAR CO 
115 College Ave., Rochester 7, N. Y 


CHICAGO ROLLER SKATE CO 
4478 West Lake St., Chicago 24, III 


CHRYSTAL, CHARLES B., CO., INC 
53 Park Place, New York 7, N.Y 


CINE-GRAPHIC FILM LAB., INC 
1720 Olive St., St. Louis 3, Me 


CINE-O-TONE 

6244 So. Michigan Ave., Chicago, Ill 
COLLEGE GRAPHIC ARTS PRESS 

P. O. Box 922, Silver City, New Mexico 


CONVERSE RUBBER CO 
Malden 48, Mass. 


COSOM INDUSTRIES, INC 
6012 Wayzata Bivd., Minneaps Minn 


CROTTY CORPORATION 
Quincy, Michigan 


CROWTHER, RAE, CO 
Ardmore, Pa 


CYCLOTHERAPY, INC. 
11 East 68th St., New York 2), N.Y 


DAKON CORPORATION 
1836 Gilford Ave., New Hyde Park, N. Y 


DAYTON RACQUET CO. 
Albright St., Arcanum, Ohio 


DE BOURGH MANUFACTURING CO 
2924—27th Ave. So., Minneapolis 6, Minn 

DENISON, C. D., APPLIANCE 

CORP. 

220 West 28th St., Baltimore Md 


ORTHOPAEDIC 


DUCOMMUN, M., CO. 
580 Fifth Ave., New York 19, N. 


DUDLEY SPORTS COMPANY 
633 Second Ave., New York 5 N.Y 


DU PONT, E. |., DE NEMOURS & CO 
Wilmington 98, Delaware 


DUTTON, E. P., & CO., INC 
300 Fourth Avenue, New York, N. Y 


EARLVILLE BLEACHER CORP. 
Earlville, N. Y 


EASTCO, INC 


180 Mamaroneck Ave., White Plains, N. Y 


EASTMAN KODAK CO 
343 State St., Rochester, N. Y 


FAIR-PLAY SCOREBOARD CO 
P. O. Box 359, Des Moines 2, lowa 


FEATHERLAX CORP 
State National Bldg., Houston, Tex 


FEISE, F. C., CO 
Narberth, Pa 


FENNER-HAMILTON CO 
3200 So. Zuni St., Englewood, Colo 


FILM LABS, INC 


604 West Baltimore St., Baltimore, Md 
FOOTBALL NEWS, THE 

22726 Woodward Ave., Detroit, Mich 
GATES SPORT SUPPLY 

119 Third Ave. N.E., Independence, lowa 


GENERAL ATHLETIC PRODUCTS CO 


Greenville, Ohio 


GEORGIA MARBLE CO 


Tate, Georgia 


GILL, HARRY, CO 
401 North Vine St 


Urbana, II! 


GORE, JERRY, GOLFING GIZMO 
852 San Lorenzo Road, Palm Springs, Cal 


GUEST PRODUCTS CORP 
35-04 30th St., Long Island City, N. Y 


GYMNASTIC SUPPLY CO 
250 West Sixth St., San Pedro, Calif 


H. & R. MFG. CO 
Box 34785—Palms Station, Los Angeles, Cal 


HALDEMAN HOMME MFG. CO. 
2580 University Ave., St. Paul 14, Minn 


35 


HARVARD TABLE TENNIS C%. 
60 State St., Boston, Mass 


HILLERICH & BRADSBY CO., INC. 
434 Finzer St., Louisville 2, Ky 


HILLYARD CHEMICAL CO. 
Box 909, St. Joseph 1, Mo 


HODGMAN RUBBER CO 


Framingham, Mass. 


HOOD RUBBER COMPANY &@ B. F. GOODRICH 


Watertown, Mass 


MOUSE OF HARTER 
42 Harter Bldg., Goshen, Ind. 


HUNTINGTON LABORATORIES, INC. 
Huntington, Ind 


HUSSEY MFG. CO 
581 Railroad Ave., North Berwick, Maine 


IMPERIAL KNITTING CO. 
2745 WN. Third St., Milwaukee 12, Wisc 


IVORY SYSTEM 
Peabody, Mass 


JAYFRO ATHLETIC SUPPLY CO. 
P. OC. Box 1065, New London, Conn 


JENNISON-WRIGHT CORP. 
2463 Broadway, Toledo 9, Ohio 


JOHNSON & JOHNSON 


George & Hamilton Sts., New Brunswick, N. J 


K. & P. ATHLETIC CO. 
1115 Jerome St., Midland, Mich 


KING-O’'SHEA 
2233 West Street, River Grove, Ill 


KRETSCHMER CORP. 
Carrollton, Mich 


LAURENS LABORATORIES 
1801 Eutaw Ploce, Baltimore, Md 


LITE NEY TiTE 


P. O. Box 673, Lawrence, Kensas 


LINEN THREAD CO., INC. 
Blue Mountain, Ala 


LURIE, DAN, BARBELL CO 
50 Bristol St., Brooklyn 12, N. Y 


MacGREGOR COMPANY, THE 
4861 Spring Grove Ave., Cincinnati 32, O 


FAAGGIE MAGNETIC VISUAL AIDS CORP. 
111 Marion St., Paterson, N. J 


MARBA, INC. 
431 Niagara Si., Buffalo, N. ¥ 


MASTER LOCK CO. 
2600 N. 32 St., Milwaukee 10, Wisc 


MEDART, FRED, PRODUCTS; INC. 
3535 De Kalb St., St. Louis 18, Mo. 


MILL-MONT COMPANY 
506 West First St., Long Beach, Cal. 


MOHAWK VALLEY SPORTS, INC. 
Littie Falls, N. Y 


MOSBY, C. V., CO 
3207 Washington Blvd., St. Louis 3, Mo 


NADEN INDUSTRIES 
P. O. Box 237, Webster City, lowa 


NATIONAL S°ORTS CO. 
360 N. Marquette St., Fond du Lac, Wise. 
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NEVCO SCOREBOARD CO. 
Greenville, iil. 


NISSEN GYMPORT 
215 A Avenue, N. W., Cedar Rapids, lowa 


NISSEN TRAMPOLINE CO. 
200 A Avenue, N. W., Cedar Rapids, lowa 


NURRE COMPANIES, INC. 
Ri H Indi 


4, 


OCEAN POOL SUPPLY CO. 
155 West 23rd St., New York, N. Y. 


OHIO ATHLETIC SPECIALTY CO. 
133 Buckeye St., Elyria, Ohio 


OLSON, CARL 
P. O. Box 567, Patchogue, N. Y 


ONOX, INC. 
121 Second Street, San Francisco 5, Cal 


PENNSYLVANIA ATHLETIC PRODUCTS DIV. OF 
THE GENERAL TIRE & RUBBER COMPANY 
Box 951, Akron, Ohio 


PHARMA-CRAFT CORP. 
Cranbury, N. J. 


PITTSBURGH-DES MOINES STEEL CO. 
3401 Neville Island, Pittsburgh 25, Pa. 


PLAYTIME EQUIPMENT CORP. 
Box 4, Mars, Pa. 


POCONO FABRICATORS, INC. 
East Stroudsburg, Pa. 


POWERS MFG. CO. 


Waterloo, lowa 


POWERS REGULATOR CO. 
3400 Oakton St., Skokie 36, Ill. 


PRECISION ATHLETIC GOGGLE CO. 
Rochelle, Ill. 


PROGRAM AIDS CO. 
550 Fifth Ave., New York 36, N. Y. 


PROTECTION EQUIPMENT CO. 
100 Fernwood Ave., Rochester 21, N. Y. 


RALEIGH RECONDITIONERS 
New Rochelle, N. Y. 


RAWLINGS SPORTING GOODS CO. 
2300 Delmar Blvd., St. Louis 3, Mo. 


REMINGTON ARMS CO., INC. 
Bridgeport 2, Conn. 


REVELL, FLEMING H., CO. 
Westwood, N. J. 


RICHARDS-WILCOX MFG. CO. 
606 W. Third St., Aurora, MI. 


RIDDELL, JOHN T., INC. 
1259 N. Wood St., Chicago 22, Ill. 


ROBBINS FLOORING CO. 
Reed City, Mich. 


ROCKFORD TEXTILE MILLS, INC. 
McMinnville, Tenn. 


RONALD PRESS COMPANY 
15 East 26th St., New York, N. Y. 


ROSEMAN TRACTOR EQUIPMENT CO. 
2610 Crawford Ave., Evansion, Ill. 


SAFWAY STEEL PRODUCTS, !NC. 
6228 West State St., Milwaukee 13, Wisc 


SAND KNITTING MILLS CORP. 
Berlin, Wisc. 


SCHOOL AID COMPANY 
202 Chester Ave., Danville, Ill. 


SCOREMASTER CO. 
1629 N. Fairfax Ave., Hollywood, Cal. 


SEAMLESS RUBBER CO. 
464 Congress Ave., New Haven, Conn. 


SICO MFG. CO., INC. 
5215 Eden Ave. So., Minneapolis, Minn. 


SIX-MAN FOOTBALL MAGAZINE 
1008 Brevard St., Baltimore, Md. 


SNITZ MANUFACTURING CO. 
645 Otter Street, Oshkosh, Wisc. 


SNYDER TANK CORP. 
P. O. Box 14, Buffalo 5, N. Y. 


SPALDING, A. G., & BROS. 
Chicopee, Mass. 


SPANJIAN SPORTSW AR 
P. O. Box 3111, Pas-xxlena, Cal. 


SPOT-BI', INC. 
160 Aionroe St.. Coinbridge, Mass. 


SWEET, H. C., CO. 
56861 Grand Kiver Ave., New Hudson, Mich. 


TRACK AND FIELD, INC. 
Slippery Rock, Pa. - 
Salem, Oregon 


TRAVELRAIN POWER SPRINKLER CO. 
362 No. Canon Drive, Beverly Hills, Cal. 


TUFFY PAS CO. 
305 Grove Ave., Cuyahoga Falls, Ohio 


UniMac CO. 
Miaini Circle N.E., Atlanta, Ga. 


UNION METAL MFG. CO. 
1432 Maple Ave. N. E., Canton, Ohio 


UNITED STATES MAT CO., DIV. SERVICE CANVAS 
Co., INC. 
145-147 Swan St., Buffalo 3, N. Y. 


UNITED STATES RUBBER CO. (ENSOLITE) 
Mishawaka, Ind. 


UNITED STATES RUBBER CO. 
1230 Avenue of the Americas 
New York 20, N. Y. 


UNIVERSAL BLEACHER CO. 
606 S. Neil St., Champaign, Ill. 


UNIVERSITY ATHLETIC EQUIPMENT CO. 
1820 Hopkins St., Berkeley, Cal. 


VARSITY FILM LAB 
621 West Clinton St., Ithaca, N. Y 


VIBRA-WHIRL & CO. 
Box 966, Panhandle, Texas 


WELLS, J. W., LUMBER CO. 
Menominee, Mich. 


WESTERN CINE SERVICE, INC. 
114 East 8th Ave., Denver 3, Colo. 


WIDE-LITE CORP. 
P. O. Box 191, Houston, Texas 


WIGWAM MILLS, INC. 
1319 No. 14th St., Sheboygan, Wisc. 


WILSON SPORTING GOODS CO. 
2233 West St., River Grove, Ill. 


WILTON MFG. CO. 
Ware, Mess. 


YORK BARBELL CO. 
51 No. Broad St., York, Pa. 


SCHOLASTIC 


| 
| 


FOOTBALL MEDICAL 
TESTING PROGAM 


oar ae program for ex- | 


amining high school football 


players can create the best kind of 


public relations for the medical pro- 
fession, Dr. Wesley W. Hall of Reno, 
Nev., believes. 

Dr. Hall has developed such a 
program at Reno H. S. during the 
past six years and, as he reports in 
the A. M. A. News, it has done more 
to promote better community-medi- 
cal profession p. ~. than all othe: 
things combined. 

Jne evening bectore the season, a 
team of 20-25 physicians and 6 den- 
tists examine ail candidates for 
foc. ball, A detailed medical history 
is prepared for each boy, noting 
recom” endations te the family phy- 
sition 

Eyes, ears, nose, and throat are 
checked, and the heart and lungs 
come in for spec: '} attention. Thor- 
ough evaluatior of the condition of 
the skin, abdomen, musculo-sxeletal 


system, and feet is included. The | 
exam also involves checks by a der- | 


maislogist, psychiatrist, and dentist 
TYPICAL FINDINGS 


Dr. Hall reports that usually three 
or four boys are found witii perfo- 
rated ear drums, and another four 
or five with some form of congenital 
heart. The surgeons have also dis- 
covered two or three hernias or un- 
descended testicles, and a surprising 
number of cases of pin worms and 
pruritus ani. 

The psychiatrist last fall picked 
up at least two cases of rather seri- 
ous psychomatic disorders along 
with one potential schizophrenia. 


“It would be hard for me to at- 


tempt to pay enough tribute to our | 
dental team,” Dr. Hall says. The | 


dentists fit mouthpieces for each 
player. In three years that the boys 
have worn them, no tooth has been 
lost or chipped. 


Reno’s doctors and dentists are 
more than willing to participate in 
the program. The problem is not to 
discriminate against them in limit- 
ing the examining team’s members. 

The high school gives 
passes to the participating doctors, 


season | 


while the Washoe County Medical | 


Society and the corresponding den- 
tal society have members sitting on 
the Reno visiting team benches. 
Other communities can adopt this 
program with enormous benefit. 


@ HORSE SENSE ALoUr ATHLETE’S FOOT 


largest industrial 
-plants in the 
USA, 


Scientific research has upset old theories about Athlete’s 
Foot. Skin specialists say that disinfectants are “futile, 
illogical, and potentially harmful.”* They recommend skin 
toughening to make the skin resistant to fungus attack. 


‘That’s good horse sense. 


© ONO®X SKIN TOUGHENER 
PREVENTS ATHLETE’S FOOT 


Onox mineral salts toughen the skin . . . increase resistance 
... prevents fungus growth. No fungus. . . no Athlete’s Foot. 
Bathers like Onox. And it costs only 1¢ per man per week. 


TRY ONOX 60 DAYS AT OUR RISK If not completely satisfied, 
you owe us nothing. Write for full details and ask for: 


FREE FOLDER: Facts on Athlete’s Foot including medical 
opinions from *Archives of Dermatology and Syphilology. 


ONOX INC. Dept. C, 121 Second St., San Francisco 5, Calif. 
Warehouses: Brooklyn + Cleveland » New Orleans + Newark, California 


over 70% of the 


FOR CONTINUOUS ACTIVITY: 


ronbound Hard 
School, Quincy, 
Horn, Quincy, 
ors, Inc., Chi- 
boratories, Inc, 


11,300 sq. ft. of 33/32” Edge G 
Maple ix gymnasium of Quincy t 
iinois, Architect: Behrensmeyer 
Hil., Installer: Chas. H. Anderso 
cago. Ptoto Courtesy: Huntinato 


ROBBINS IRONBOUND* CONTINU- 
OUS STRIP* HARD MAPLE FLOOR 


With four stations for teach- 
ing, this floor takes the sus- 
tained pounding of 120 gym 
classes every week maintain- 
ing an undiminished measure of 
resiliency. Ironbound’s unique 
construction means a perma- 
nently fine playing surface. Gen- 
erations of Quincy athletes will 
play their best — without leg 
fatigue — on this uniformly re- 
silient Robbins Floor. If your 
present gym floor needs replace- 
ment or you are building a new 
gym, write for free literature 
and the name of your nearest 
authorized installer to Robbins 
Flooring Co., Reed City, Mich- 
igan, Attn: Dept. SC-659. 


*Trademark Registered U.S. and Canado 


ROBBINS FLOORING COMPANY 


Reed City and Ishpeming, Michigan 


‘ 


WORLD'S LARGEST MANUFACTURER OF HARD MAPLE FLOORS 
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in a class 
by itself... 


CCl 
Champion 
VYLON racing 


trunks 


Ks 


| systems he 


| Memphis 
| series of basic patterns which gives 
| the players the latitude they need to 
| capitalize upon 


New Books on the Sport Shelf 


@ COACHING PATTERN PLAY BASKETBALL 
By Bob Vanatta. Pp. 218. Illustrated— 
diagrams. Englewood Cliffs, N. J.: Pren- 
tice-Hall, Inc. $4.95. 


PATTERN PLAY, to many coaches, 
implies a definite control style. To the 
knowing modern mentor, however, 


, | it’s more than that. It’s a pattern that 


permits considerable free-lancing or 
individual initiative. 

With this as a guidepost, the famous 
State coach delineates a 


individual talents. 

After two introductory chapters on 
coaching pointers and teaching pat- 
tern play, he launches into the specific 
has taught at various 
stages in his coaching career. 

He outlines the Show-Me Offense 
(Southwest Missouri), the Wide-Open 


| Offense (West Point), the Sugar Bow! 


| or Box Weave 


Offense, Offense 
Against the Press, the Central College 


| Eagle Offense, the Wide-Post Offense 


| Effective 


Emphasizing Driving, the Single Post 
Offense, Memphis State’s Fast Break, 
Fast-Break Drills, Attack- 


| ing a Zone Defense, and Getting the 


The most popular Nylon racing 
trunk in the country. Popular with 
swimmers and top teams because 
it's 5 ways better... and popular 
with schools everywhere since its 
high quality features mean longer 
wear, lower cost in the long run. 
Let us PROVE to you that Ocean 
Champion is better...5 ways 
better, and is the trunk for you! 


ORDER NOW. . 


and compare! 


Style No. 65 
$36.00 per doz. 
Sizes: 22 to 38 


Black « Royal « Scarlet 
« Dartmouth Green 
« Orange « Navy 


SEND FOR CATALOG C 
OF COMPLETE LINE 


CEAN POOL 
SUPPLY CO. 


America’s headquarters for ALL 
swimming and pool accessories 


| down for 


Most from Your Players. 

There’s something in the book for 
everyone. Everything here has been 
tried and found true; all of it is ex- 


| plained simply and clearly. 


e COMPLETE BOOK OF WINNING FOOT- 
BALL DRILLS. By George H. Allen. Pp. 
570. Illustrated — diagrams and photos. 
Englewood Cliffs, N. J.: Prentice-Hall, Inc. 


PERFECTIONIST is precisely the 
word for George H. Allen. After writ- 
ing Encyclopedia of Football Drills 
five years ago, you’d think he'd sit 
10 years and rest on his 
laurels. But not this fellow. The origi- 
nal eager-beaver, he’s pursued the 
drill theme to the ultimate, and the 
result is a truly prodigious volume 
representing the last word in soundly 
constructed, teachable football drills. 

This Complete Book constitutes a 
thorough revision and considerable 
enlargement over the Encyclopedia. It 
differs in four respects: (1) it includes 
new drills and illustrations, (2) it 
contains an entirely new section on 
conditioning drills, (3) it presents a 
completely new chapter on quarter- 
back drills, and (4) it includes ad- 
ditional material and ideas to supple- 
ment the chapter on practice organi- 
zation. 

The book is organized 
main sections: 

Part 1, Introduction, tells how to 
make the most of drills and how to 
organize a practice schedule. 

Part 2, Offensive Game, covers the 
running, blocking, kicking, passing, 


into four 


receiving, centering, and quarterback 
drills. 

Part 3, Defensive Game, offers the 
lineman, secondary, linebacker, and 
team drills. 

Part 4, Conditioning, elaborates on 
organization, pre-game warm-up, 
grass drill, pre-practice drills, reac- 
tion drills, second-half warm-up drills, 
and recommended program. 

All in all, the book contains over 
500 drills, every one of which has 
been found practical and every one of 
which is explained in detail. 


@ HANDBOOK OF BASEBALL DRILLS. By 
Archie P. Allen. Pp. 212. Illustrated— 
drawings. Englewood Cliffs, N. J.: Pren- 
tice-Hall, Inc. $4.95. 


ONE of the greatest baseball coaches 
in the land, Springfield College’s Mr. 
Allen knows his way around the dia- 
mond and he doesn’t miss a base or a 
trick in this superlative handbook. 

Drills have become the lifeblood of 
every sport, and in his book Archie 
covers every facet of offense and de- 
fense, both indoors and outdoors. 

The drills are arranged in 14 chap- 
ters, namely: conditioning, pitching, 
catching, first baseman, second base- 
man, shortstop, third baseman, out- 
field, individual defensive fundamen- 
tals, infield defense, team defense, 
batting, bunting, and baserunning. 

A most helpful appendix outlines 
procedures for screening candidates 
and conducting indoor and outdoor 
practices. 

Baseball coaches seeking ways of 
expediting and powerizing their prac- 
tices wiil find the home-run answer 
in this book. 


@ ADMINISTRATION OF PHYSICAL EDU- 
CATION AND ATHLETICS (The Case 
Method Approach). By Earle F. Zeigler. 
Pp. 248. Englewood Cliffs, N. J.: Pren 
tice-Hall, Inc. $4.95. 


OFFERING a new approach to the 
study of athletic administration, this 
text can be adopted with great benefit 
at either undergraduate or graduate 
levels of instuction or may be used as 
a laboratory manual in conjunction 
with a standard text. 

Part 1 introduces and orients the 
student ta the case method of teach 
ing. 

Part 2 presents the actual cases for 
discussion—30 of them of varying 
length and complexity, with each 
listed under an administrative prob- 
lem heading. 

Part 3 concisely sums up the entire 
course. 

The case method of discussion en- 
courages students to read widely and 
completely, and furnishes them with 
a sound insight into learning human 
relations and administration. 


For slip-resistant floors, 
choose Seal-O-San! 


Seal-O-San gym floor finish offers the primary 


Good basketball calls for fast footwork . . . and 
a player’s footwork can be no better than the 
floor permits. A Seal-O-San finished gym floor 
provides good footing because the seal is resilient. 
The surface gives a little so the shoe sole holds 
its position, doesn’t skid or slip. Footing is sure, 
so action becomes smooth and fast. 


Get your copy of the 1959-60 Coaches 
Digest. Free to coaches and athletic 
directors, please write on school letter- 
head. Others send 50¢ handling fee. 


... where 


HUNTINGTON om LABORATORIES .« HUNTINGTON, IND’! 


advantage of slip resistance, plus durability, light 
color, easy application, simp’ maintenance and 
protection for long floor life. Ask your Hunting- 
ton representative, the Man Behind the Drum, 
for more information about Seal-O-San gym floor 


fin Write today! 


esearch leads to better products 


NA « Philadelphia 35, Pennsylvania « In Canada: T 


E-L-A-S-T-1-S-1-Z-E-D 
ock that 
tretches to fit any foot 

) to 13 


the new sport 


¥ 


A Soft, springy, ab 


sorbent Wigwams provide 
the foot comfort needed 
for lop performance. No 
binding, bunching or chaf 
STA-SIZED 
won't shrink below the 
At leading 


dealers everywhere. 


ing... they're 


knitted size. 


The Sizes 
go by the 
COLOR 
in the 
toe. 


PART WOOL 
{Also avail 
able in all 


cotton) my 


| to become a champion, drawing inspi- 


> 
~ 


COLORED 
TOP 


pA \ 


CUSHION 
FOOT 


All 
NYLON 


Thread 
Color 
Black 
Green 
Red 
Blue 


WIGWAM MILLS, INC. 


Rice leaders 
of the World 
Association 


tn Canada 


Sheboygan, Wisconsin 


Hanson Mills Ltd., 
Hull, Quebec 


@ TAKE 2 AND HIT TO RIGHT. By Sam 


Molen. Pp. 205. Philadelphia: Dorrance 
& Co. $3. 


DRAWING upon his enormous per- 
sonal contacts and close to 25 years 
of broadcasting experience, the famous 
Mid-western sports announcer has col- 
lected an acre full of topnotch sports 
rib-ticklers aimed squarely at the 
after-dinner, assembly hall, or coach- 
ing clinic speaker. 

Sam makes no claim to their ori- 
ginality. He’s a collector, not a gag 
man. But he’s a discriminating col- 
lector, Nearly all of the yarns are 
first rate. Many have appeared in our 
Coaches’ Corner department, with a 
different cast of characters. But there’s 
enough other top-notch anecdotes to 
make this book definitely worthwhile 
reading. 


@ SWIMMING, BEGINNER TO CHAMPION. 
By J. R. Gainsford. Pp. 87. Ilustrated— 
drawings. Delray Beach, Fla.: J. R. Gains- 
ford. 


DESIGNED for both teacher and stu- 
dent, this 84%” x 11” mimeographed 
text offers an effective teaching pro- 
gram for swimming and diving. 

The four main sections cover ele- 
mentary swimming (shallow water 


| skills, breathing, deep water, treading 


water, elementary diving, and compe- 
titive starts, strokes, and turns), phys- 
ical conditioning, promotional hints, 
and fancy diving. 

While the emphasis is on individual 
instruction, the book can be easily 


| adapted to group situations. 


@ THE HEART OF A CHAMPION. By Bob 
Richards. Pp. 159. Illustrated. Westwood, 
N. J.: Fleming H. Revell Co. $2.50. 


THE fabulous Olympic champion and 
popular fitness expert presents a high- 
ly absorbing account of what it takes 


rational examples from the lives of 


| such famous athletes as Roger Ban- 


nister, Babe Didrikson, Gil Dodds, and 
many others. 

He tells you how to live like a cham- 
pion and how to use that extra meas- 
ure of power and inspiration in living 
your life to the fullest. 

Everyone in every walk of life will 
derive a load of interest and inspira- 
tion from this provocative story. 


@ MECHANICS OF THE POLE VAULT (4th 
edition). By Dr. Richard V. Ganslen. Pp. 
110. Wlustrated: Fayetteville, Ark.: Richard 
V. Ganslen. $1.50. 


THE greatest book on pole vaulting 
ever to see print—there’s nothing even 


| close to it—this 1959-60 edition has 
| been 


re-written and _ re-organized 

from cover to cover. 
teplete with new chapters, amplifi- 

cations, and new pictures (including 


| action shots of the Russians), the book 


offers a gold mine of information for 


| beginners, champions, and coaches. 


Order it from Dr. Ganslen, Profes- 
sor of Physiology, University of Ar- 


| kansas, Fayetteville, Ark. 


@ MODERN SOCCER. By Walter Winter- 
bottom. Pp. 88. Illustrated. American Dis- 
tributor: SportShelf, P. O. Box 634, New 
Rochelle, N. Y. $2.75. 


WRITTEN by the Coaching Director 
of the English Football (Soccer) Assn., 
this book offers a vivid presentation 
of the basic skills, embracing the 
teaching methods that have been em- 
ployed successfully in the E.F.A. 
coaching courses. 


Miscellaneous 


e Sports Film Guide (4th edition). 
Published by The Athletic Institute, 
209 South State St., Chicago 4, Ill. $2. 
(Complete index to over 2,000 16-mm. 
titles, covering 54 different sport cate- 
gories—including more than 600 free- 
loan films.) 


e Physical Education Handbook (3rd 
edition). By Seaton, Clayton, Leibee, 
and Messersmith. Illustrated. Engle- 
wood Cliffs, N. J.: Prentice-Hall, Inc. 
$4.75. (A superb presentation of 30 
sports — history, techniques, rules — 
plus other helpful materials on exer- 
cise, completely up-dated.) 


e 1959 Official Volleyball Guide. Pub- 
lished by U. S. Volleyball Assn. 75¢. 
(Rules, sectional reviews, helpful ar- 
ticles, etc.) 


e Personal and Community Health 
(11th edition). By C. E. Turner. Pp. 
446. Illustrated. St. Louis: The C. V. 
Mosby Co. $5.50. (One of the great 
health texts of our time, beautifully 
illustrated and written, just perfect 
as a student text or teaching manual.) 


e Learn or Teach Australian Swim- 
ming Methods. By Russo, Jordan, and 
Matheson. Pp. 62. Illustrated. Mel- 
bourne, Victoria, Australia: Technical 
Book Co. $2. (An efficient, natural 
method of teaching children to swim, 
heavily illustrated with both single 
action and sequence photos.) 


e Track and Field Booklets, available 
at $1 each from Track & Field News, 
Box 296, Los Altos, Calif. 

Back Track. By Maxwell Stiles. Pp. 
64. (Great moments in track and 
field.) 

Running with Cerutty. By Percy 
Cerutty. Pp. 32. (Reveals the great 
Australian coach’s theories, tech- 
niques, training, and thoughts.) 

The Greatest Sprinters. By Maxwell 
Stiles. Pp. 40. (Ranks the 100 best 
sprinters of all time, with completely 
detailed records of top 30 athletes.) 

All-Time Relay List. Pp. 16. (Best 
relay performances, completely de- 

All-Time Women’s List. By Bern- 
hards Cecins and Jan Popper. Pp. 16. 
(Most complete listing of women’s 
performances ever compiled.) 


e Basic Football Scouting. By Chuck 
Spalten. Pp. 157. Dallas, Tex.: Royal 
Publishing Co. $3. (A guide for player, 
scout, coach, and fan.) 


| THE ALL-NEW 4s/@4.cy PF” BASKETBALL SHOE 
WITH THE FIRST MAJOR IMPROVEMENTS IN YEARS! 


GIVE YOUR TEAM THE ADVANTAGES OF THIS NEW AND BETTER SHOE 
e top speed... °@top action... ¢ top traction 


THE NEW BOB COUSY “P-F” 


Basketball shoe worn, REVOLUTIONARY NEW 
tographed by Bob Cousy. | CIRCLE GRIP 


(Registered and Patent applied for) 


A molded sole with quick, 
positive traction for 


“STOP and GO” 


fast action in cil directions. 
An entirely new concept 
of outsole design, based 
on the principle of — 
MORE SOLE CONTACT 
WITH THE FLOOR! 


CONSTRUCTION FEATURES: 
© Perfect fit provided by 
scientifically designed lasts 

© Loose lining © Sponge cushion 
insole © Additional sponge 
cushion heel ¢ Smooth lace-to- 
toe pattern to avoid chafing 
and blistering at toe 

© Peg-top upper for 
comfort und fit at back 
@ Nylon laces... 
will not stretch 

© Sizes 6-15 in 
black or white 4 


p / MEANS POSTURE FOUNDATION 
The exclusive “built-in” feature 
which helps decrease foot and leg 
muscle strain—helps players perform at their best. 


“i 
| am proud to have my name on the 
new ‘Bob Cousy’ Basketball Shoe. I have 


worn and tested these shoes for several Ask your sporting goods dealer 
months under the fast, rugged playing to show you samples of the new 
Bob Cousy shoe. Place your order 
new sole design gives quick-action, ‘Stop NOW when buying your basketball 
and Go’ traction in all directions. And equipment for delivery next fail... 


“P-F” helps to reduce foot and leg mus- or write to Watertown 72, Mass. 
cle strain. I highly recommend them as 


conditions of professional basketball and 
found them completely sati:factory. The 


the best all-round shoes I have ever worn." 
COACHES: Ask dealer about these coaching aids—Basketball Movie 


| (300. Coudy . . « Bob Cousy Bo: °tball Booklets... Foul Shooting Record Charts 
PF ince ONLY IN B.EGoodrich ano Hood sranvs 


4) 


CORNER 


The Coach's Dilemma 


By DONALD J. SALLS 


Football Coach, Jacksonville (Ala.) State College 


IF when the season is over and he goes fishing, he 
takes his job lightly. If he doesn’t take time off, he’s 
a Slave driver. 


IF he’s the first coach on the field, he’s an eager 
beaver. If he’s the last coach on the field, he has lost 
interest. If practice runs well without his presence, 
he’s not needed. 


IF he drives a big car, he’s putting on the dog. If 
he uses an old car, he’s a penny pincher. 


«| \, 
Wa 


me | 


Tt 
Tea a 


~ 


Ik he holds many meetings with his coaches, he’s 
in need of new ideas. If he doesn’t hold meetings, 
he’s a poor administrator 


ik he spends a lot of time with the alumni, he’s 
afraid of his job. If he doesn’t cater to the alumni, 
he can’t win without their support. 


IF he spends a lot of time going to coaching clinics, 
he’s not original and can’t think for himself. If he 
doesn’t go to coaching clinics, he’s old-fashioned 
and not up to date 


IF he tries to make substitutions during the game, 
he doesn’t trust his assistants. If his assistants make 
all the substitutions, he’s lazy. 
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IF he tries to have a large staff of assistants, he’s 
an empire builder. If he tries to work with a small 
staff, he can’t handle a large staff. 


IF he carries a brief case home at night, he’s try- 
ing to impress his staff. If he doesn’t take any work 
home, he’s guilty of not working around the clock. 


IF he’s friendly with his players and staff, he’s 
too good-natured for his own good. If he stays by 
himself and doesn’t mix, he’s an introvert. 


IF he makes decisions quickly, he uses snap judg- 
ment. If he’s slow to give his answer, he’s not a 
quick thinker. 


IF he keeps his name in the papers all the time, 
he’s a publicity seeker. If he never has his name in 
the paper, he doesn’t know how to get publicity. 


IF he wins all the time, his recruitment practices 
are doubtful. If he loses most of the time, he doesn’t 


know how to get the players. 


IF he enjoys reading this, he has a sense of humor. 
If he doesn’t enjoy this, he didn’t win last fall. 


SCHOLASTIC COACH 


SHOULDER PAD 


The finest impact protection you can supply your 
players is U.S. Ensolite-lined equipment. The 
closed-cell vinyl sponge structure of U.S. Ensolite 
positively cushions the impact of hard driving 
blocks and tackles. In fact, thorough testing by 
America’s finest sporting goods makers has proved 
that U.S. Ensolite soaks up shock better than any 
other padding material. U.S. Ensolite provides 


U.S. ENSOLITE-LINED EQUIPMENT 
BLOCKS OUT FOOTBALL PUNISHMENT 


HIP PAD 


HELMET 


Look for this tag—your assur- 
ance of the finest protective 
padding for sports. 


protection without bulk or weight. Because it is 
light, extremely flexible and won’t absorb weight 
producing moisture, U.S. Ensolite-lined equipment 
doesn’t steal steps from a runner...he’s free to 
use all the speed he has. When you next order 
equipment, specify U.S. Ensolite-lined equipment 
to your supplier... there’s no better way to keep 


your squad in top shape... at top speed. 


United Stutes Rubber 


3, Indiana 
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AN INDEX T0 


BASEBALL 


Hatch, William H.: Team Defense in H. 5. 
Haseball, Feb., p. 4. 

Hein, John J.: Centerfield Play, Mar., p. 34. 

lrace, Charlie: The Neu Bunt, 
Mar.. p 9, 

Kretchmar, Robert T.: Three Variations in 
the Double Steal, Feb., p. 24. 


Sacrifice 


Mallette, Mal: 10 Common Pitching Mis- 
takes and How to Correct Them, Mar.. 
Pp 7 

Mallory, Jim: Basic Infield Defense, Feb.. 
P 8. 

MeConnell, Mickey: Helping the Hitters, 
Apr., p. 32. 

Rauseo, Michael: Teach Them to Hit, Feb., 
». 1. 

Watts, Lew: The Big League Approach to 


Pitching, Dee., p. 22; Pitching Mechanics 
Part 1), Feb... p. 11; Part 2, Mar., p. 26. 

Welsh, Ray: Running and Base-Running. 
Apr., p. 12. 


* 


Harvey Kuenn’s Classic Batting Style (Se- 
quence Photos), Mar.. p- & 


BASKETBALL 


Bach, Johnny: Situation-Play Practice, Dee.. 
p 10, 

Bottom, Raymond: Basketball Coaching 
“Crimmicks,” Nov., p. 36. 

Carnesecea, Lou: 15 
Strategy, Nov., p. 14. 


Essentials of Game 

Durbin, Brice B.: 12 Basic Points in Beating 
a Press, Oct., p. 7. 

Esposito, Michael: 
Break, Oct., p. 4. 

Grunska, Jerry: Four Principles of Effective 
Rebounding, Oct., p. 30. 


Defensing the Fast 


Hickey, Eddie: Stance and Footwork in In- 
dividual Defense, Dec. p. 8. 

McCafferty, Jim: Xavier's Moving Offense 
fgainst the Zone Defense, Nov., p. 12. 
MeGuire, Frank: Oct., 

p. 8. 
Myers, Melvin: Baskethall 
I irginia, Dec., p. 28. 
Munoz, Dr. Hector: Coaching the 3-Lane 
Break and Variations, Oct. p. 57. 


Individual Stunts, 


Coaching in 


Pickett, George: Screening the 2-1-2 Zone 
from a 1-3-1 Attack, Nov., p. 7. 

Sand, Bobby: Intensive Coaching Through 
Ten-Man Half-Court Drills, Nov., p. 21 


Schayes, Doiph: Playing the Corner. Nov.. 


p. 8. 
Sullivan, Don: Attacking Stacked Defenses. 
Oct. p 12. 


Swegan, Don: 10 Basic Basketball Coaching 
Points, Oct., p. 20. 

Ward, Charles R.: Study of Zone Defense. 
Nov.. p. 46. 


Give-and-G 6 Sequence Photos), Nov.. p. 20. 


ill-American H. S. Basketball Squad, 


1959 
May, p. 48. 
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SCHOLASTIC 


COACLI 


FACILITIES AND EQUIPMENT 


Ceebeim, John F.: Football Equipment 
System for the Small High School, Jan., 
p. 34. 

Castle, Mary: Twin-Balconied Gym-Audi- 
torium, Jan., p. 10. 

Diehl, Wallace M.: South Dakota’s “Field 
of View,” Jan., p. 7. 

Doherty, Ken: Grasstex All-W eather Surface 
for Field Events, Jan., p. 12. 

Godfrey, Paul E.: Equipment Care and 
Handling, Jan., p. 24. 

Hainfeld, Harold and Flanagan, Dick: How 
thout 8mm. Film for Your Game 
Mories?, Sept., p. 36. 

Hartman, Gerald; Lining the Field, May, 
p. 46. 

Rankin. Dave: Asphalt Composition All- 
W eather Surface for Field Events, Jan.. 
p. 12. 

Winik, Dick: Football “Shooting” Hints, 
Jan. p. 14. 

“en 

Florida’s Asphalt-Composition AIlLW eather 
Track, Nov., p. 18. 

Under the Lights at Maple Heights, Jan., 
p. 18. 

Twin-Pool Natatorium, Jan., p. 20. , 

Football Videotape Recording, Jan., 38. 

Checking Your Tennis Court, Jan., p. 48. 

Sanitary Hints, Jan., p. 62. 

Laundering Your Gear, Jan., p. 64. 

Shoot Your Games in Color, May, p. 32. 

New Equipment: Sept., pp. 46, 48; Oct., p. 
18; Jan., pp. 60-61; Apr., p. 48. 


FOOTBALL 


Adams, Mel: Three-Deep Coverage from the 
Box Defense, Sept., p. 20. 

Anderson, Howard: Semi-Spread Punt For- 
mation, May, p. 24. 

Austin, John M.: Adapting the Lonely End 
for H. S, Play, Apr., p. 7. 
taldwin, George: Roll Series 
Winged T, Sept.. p. 42. 

Benhase, Carl K.: QB Key to the T, May, 
p. 42. 

Clarke, Harry E.: Oklahoma’s Unbalanced 
Split T, May, p. 7. 

Curtice, Jack: Passing from the Stanford 
Spread T, Sept., p. 12. 

Dahlem, Glenn G.: QB Footwork, June, p. 
10. 

Devine, Dan: Missouri's Simplified Mul- 
tiple Offense, May, p. 10. 

Dyer. Peter T.: Multiple Defense from the 
Oklahoma 5-4-2, Apr., p. 53; Defensive 
Key-Breakers, June, p. 13. 

Gamble, Harry T.: The Quick Kick from 
the Standard T, June, p. 7. 

Spread-Option 


from the 


Grieve, Andrew: Attack, 
Sept., p. 28. 

Hayes, Woody: Ohio State’s Three-Deep 
Pass Defense, Sept., p. 7. 

Hooper, John N.: Three Extra Coaching 
fids for Your Split T Option Play, Sept., 
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p. 16; Offensive Reading, Multiple Syn- 
chronized Keying, May, p. 12. 
Mather, Chuck: Screening Out Your Best 
Eleven Players, June, p. 5. 
Pegram, Bill: The Jayvee as a 
Feeder, Oct., p. 64. 

Pool, Hamp and Nordmann, Joe: Uni-Sort 
Carding Football Strategy, Dec., p. 18. 
Prothro, Tommy: Oregon State's Balanced 

Single Wing, Sept., p. 10. 


Varsity 


Stanezyk, Joe: Passing Mechanics, May, p. 
18. 
Stielstra, J.: Split T 
Buster, May, p. 8. 
Stone, Billy: Bradley's Loose Slot, Sept.. 
p. 38. 

Swanson, Bob: Basic 6 Rushing Defense, 
Sept., p. 68. 

Swegan, Don and Thompson, Hugh L.: 
Experimental Research in Football, May, 
p. 36. 


Off-Tackle Block 


ve a * 

Power Sweeps from the T Formation (Se- 
quence Photos), Sept., p. 8. 

Maryland's Football Data Processing Card 
System, Jan., p. 44. 

1959 Grid Rules Changes (College), Feb.., 
p. 26. 

1958 All-American H. S. Football Squad, 
Feb., p. 51. 

1958 State H. 8. Football Champions, Mar., 
p. 52. 

1958 Touchdown Scorers (Plays), Apr., p. 10. 

Fullback Off-Tackle Play (Sequence Pho- 
tos), May. p. 9. 

South Carolina’s Drive Series 
Photos), June, pp. 12-13. 


GOLF 


Rehling. C. H.: Group Golf Instruction 
(Part 1), Nov., p. 38; Part 2, Dee., p. 30. 

Veller, Dr. Don: Common Golfing Mistakes, 
Mar., p. 38. 


(Sequence 


GYMNASTICS 


Baley, Dr. James A.: Vaulting Over the 
Side Horse, Dee., p. 12. 

Harris, Rich: 
p. 28. 


dll, Jan.. 


Trampolining for 


HOCKEY 


Jeremiah. Edward: Land Hockey Play and 
Drills, Oct., p. 50: Ice Conditioning for 
Hockey, Nov., p. 24. 


LACROSSE 
Loughlin, 


Ritch, William and 
Starting Lacrosse, Dec., p. 7. 


PHYSICAL ED-COACHING 


Callen, Arthur L.: A Junior High School 
Obstacle Course, Dec., p. 34. 

Godfrey, Paul E.: Guide to Planned Sched- 
ule Construction, Oct., p. 54; Athletic 
Injuries, A Coach’s Responsibility, Mar.. 
p. 46. 


Donald: 


SCHOLASTIC COACH 


Hainfeld, Harold: Public Relations Via the 
Mails, Dec., p. 38. 

Jackson, C. O.: The Challenge of Fitness, 
Jan., p. 40. 

Obeck, Vic: An “Ad” for an A.D., Nov.. 


Pitchford, Keith: Improved Coaching Re- 
sults from Better Demonstrations, Apr.. 
p. 43. 

Sullivan, Kenneth G.: The Theory of Play, 
Apr., p. 36. 

Uthoff, Harry: Planning Your Out-of-Town 
Trips, Mar., p. 32. 


Veller, Dr. Don: Compendium of Common- | 
sense Principles in Modern Coaching, | 


Oct., p. 68. 
Whitney, Frank: Junior High System for 
Sport Participation, Oct., p. 44. 


SOCCER 


Knuttgen, Howard G.: Teaching and Coach- 
ing Soccer, Sept., p. 54. 


SWIMMING 


Matthews, Dave: Interval Training in Swim- 
ming, Nov., p. 42. 

Swegan, Don and Thompson, Hugh L.: 
Experimental Research in Swimming, 
Apr., p. 22. 


t 


TENNIS 


Kraft, John L.: Defense 
Tennis, Apr., p. 16. 


TRACK AND FIELD 


Bell, Sam: 
Miler, Sept., p. 32. 


Against Power 


Training a 4:13.2 Schoolboy 


Canham, Don: Broad-Jumping Analyzed, | 


Feb., p. 12; 
Training in Broad Jumping, Mar., p. 22. 

Ganslen, Dr. Richard V.: 
Forces in Discus Flight, Apr., p. 46. 

Grover, Dave: Spectator “Gimmicks” for 
Cross-Country, Oct., p. 36. 

Le Masurier, John: Interval Running + 
Fartlek in Training Distance Runners, 
Oct., p. 40. 


Aerodynamic | 


Competitive Tactics and | 


Lueas, John A.: Progressive Workouts for | 


H. S. Cross-Country, Sept., p. 24. 


Luke, Brother G.: Stimulating Interest in | 


Track and Field, Mar., p. 16. 


Miller, Bill: Cross-Country Coaching Basics, | 


June, p. 18. 

Nelson, Bert: Yuri Stepanov, 7’ 14,” Dive 
Straddler, Feb., p. 8; A Year Round In- 
formal Track Program, Apr., p. 28. 

O’Connor, W. Harold: New Look at Cross- 
Country Training, May, p. 28. 

Ross. Wilbur L.: 220 Low Hurdling Around 
a Turn, Feb.. p. 22. 

Shchennikov. B.: Russian Technique for 
Teaching Sprinting, Feb., p. 28. 

Thomas, Alfred S.: 
Feb., p. 32. 

Walker, LeRoy T.: High Hurdling “Basics,” 
Mar., p. 12. 

Wilt, Fred: Running Form, Mar., p. 10. 

* * & 


1958 All-American H. S. Track Team, Sept.. 
p. 72. 

The 7’ 1%," World-Record Breaking High 
Jump by John Thomas (Sequence Pho- 
tos), Apr., p. 8. 


TRAINING-CONDITIONING 


Cerney, Dr. J. V.: That Stitch in the Side, 
Oct., p. 52. 


The Box Stagger Start, 


Marcino, Joe: A Physical Education W eight- 


Training Unit, Nov., p. 28. 


WRESTLING 


Tomaras, Dr. William A.: Promoting Wres- 
tling on the School and Community 
Levels, Oct., p. 24. 


Write for catalog of 
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COMBINATION FOOTBALL-SOCCER GOAL. All-welded galvanized 
construction. Bridge type truss tubular frame. Practically indestructible. 
When used as soccer goal, netting is fastened to lower section of goal 
and two wings are slipped into sockets at either end of goai; heavy 
spike secures lower end of wing to ground. Comes in both High School 
and College sizes. Also models for football only. 


AUSTIN 


FIELD & GYM 


EQUIPMENT 


"© 


PORTA-WELD MAT RACK. All- 
welded galvanized construction 
Unit rolls on heavy rubber com- 
position casters. Height 6° 2”, 


length 93’. (GREEN TOP) Adjust- 
able sliding hooks are above eye 
level. Rack will take nats 


or che 


R. E. AUSTIN & SON 


Pat. No. 2,827,295 
(k) 


PORTA-WELD JR. BASEBALL BACK- 
STOP, extra heavy galvanized con 
struction, built to last for years. Rolls 
on roller bearing rubber-tired wheels 
Front opening 10’ wide, 9’ high. Also 
comes with 3’ Brow extension. 


FIELD DRAG. A most useful drag for 
use on the baseball diamond and run 
ning track. The drag measures 5’ by 4’ 
and is equipped with a steel yoke and 
a %” steel cable pull. Fabric is 2’ 
mesh No. 6 gauge hot dip galvanized 


— 
a 


4 ‘ 
®) ¢ 


PORTA-WELD UNIFORM RACK 
All- welded construction. Main 
frame is of 1%’ galvanized pipe, 
upper and lower bars 3”. Rack 
stands 6’ high by 6’ in length 
Distance between upper and lower 
bars is 4’. Unit rolls on heavy rub 
ber composition casters 


nplete line of Austin Field and Gym Equipment 
« master coupon on page 55. 


701 Bedford Ave., Bellmore, N. Y. 


ate of Austin Fence Co., Inc 
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The P-F Adjusta-Bar is carried by Wilson, Mac- 
Gregor, King-O'Shea, and other equipment manu- 
facturers 


NEW FACE GUARD 
ADJUSTS IN SECONDS 
TO FIT EVERY PLAYER 


the 
helmet 


major 
fitting 
costly re-drilling 


Next season eliminate 
time-consuming 
problem entirely 

of helmets and adjusting of face 
The New 


ace Guard 


guards to fit new players. 
P-F Adjusta-Bar® F 
gives each player the precise posi- 
tion he needs... is even adjustable 
on the field during time-out. 
The P-F Adjusta-Bar 
made of molded nylon, and is guar- 
not to 
freezing 
lox k 


tion, 


new is 
crack even in sub- 
Serrated 


in desired posi- 


anteed 
weather. discs 
bar securely 
giving players complete pro- 
' 


tection. Double vertical support 


bars 


of 
with speech 


yositioned on either side 
to interfere 
can be colored to 


are 


mouth, so as not 
Bars 
match uniforms 

For full 


mail coupon now. 


information, and 
Include name of 
your supplier. If he does not stock 
the P-F Adjusta-Bar, 


pleased to supply icin with samples. 


clip 


we will be 


pocono (}} fabricators inc. 


East Stroudsburg, Pennsy!vania 
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Cross-Country Basics 


(Continued from page 20) 


| even 70 seconds for each one. In the 


end the boy who can run even 70’s 


| will do so without the pressure of 


such a specific assignment. 

Again we must point out that this 
is a high school adaptation. More 
experienced runners are sharper at 
pace judgment. 

Our assignments progress from 5 
x 600 early season to 8 x 600; 8 x 
440’s to 12, 2 single miles to 3; 5 x 560 
yd. hills to 10, and 2 hill miles to 3. 
Early assignments stress quantity 
(completing what everybody com- 
pletes). To this we add quality (com- 
pleting everything under certain 
prescribed times). 


For better boys who want more, 
we run “on-your-owns”; i.e., as 
many more repeats as they want 


with or without timing. For the de- 
velopment of the finish, we attempt 
to “build up” to a kick from the % 
mark on all distances. 

Keep a thorough record of per- 
formances week to week. This is 
your only true measure of progress 
of physical condition. It’s your yard- 
stick for accelerating or easing the 
practice load. From times taken, the 
fatigue patterns of each boy can be 
determined. You’re able to adjust 
his practice loads and advise 


his race. 

Keeping times in competition— 
showing progress or plateau—keeps 
many of your second-stringers moti- 
vated, whereas the same boy run- 
ning in the 20’s in a dual meet may 
be discouraged and drop the sport. 

Work for consistency of perform- 
ance. It will serve your 
best to emphasize completing each 
repeat at the same pace. Physiolo- 
gists call it the “steady state” 
have proven that a constant body 
rhythm produces the best perform- 
ances. 

This may mean some slow 
signed times early in the season. 
But in time the heart will respond 
through the principle :of overload 
and gradually alicw an increased 
cadence or more quality of perform- 
ance. Competition will take care of 
possible record breakers. 

These good boys take care of their 
needs by starting at faster pace as- 
signments and adding more “on- 
your-owns” to the werkout. 


as- 


the | 
most economical method of pacing | 


situation | 


and | 


Be ready for an intelligent race. | 


knowing a 
Generally, you'll 
have front runners, steady pacers, 
and slow start-finish kickers. This 
can be determined through observa- 


This involves 
fatigue pattern. 


runner’s | 


GUARANTEED 
100% SAFE 


NATIONAL 
GYM MATS 


> 


TUMBLING... WRESTLING 
AND ALL GYM ACTIVITIES 
Available in All Types 
of Mat Fillers — 
Covered in Your School Colors 


* WALL MATS ) Gfoose 

¢ MAT COVERS Metimal! 

© ACCESSORIES 

WRITE TODAY FOR FREE 
GYM MAT CATALOG. 


SATISFACTION GUARANTEED! 


Sports Company Be 


Fond du Lac, 


364 N. Marquette Wisconsin 


CAN OFFER 


e NEW UNCONDITIONALLY GUARAN- 
TEED COIL SPRINGS! Put an end to 
—_ friction, resulting in annoying fail- 
. the = stop watch with a non- 
breakable Coil-spri 
« INDEPEN DENT HAMMER SPRING gives 
perfect flyback to zerc un every ‘Button on Side” 
time out unit—guaranies? for life! Featured in 
a DUTY Basketball and 


tay ConririeD BY _OUS WESTERN 


ACCUR 
EL ECTRIC ELECTRONIC 
We are headquarters for 


STOP WATCH REPAIRS & | SERVICING 


Write “today ay for ' new ~0 catalog 
showing over 50 models. 


M. DUCOMMUN CO. 


Specialists in Timing Instruments 
580 Fifth Ave., New York 36 * Plaza 7-2540 


Football, 


tion in the longer workout distances. 

The safest advice is “not too much 
too early”, that the race is won in the 
final $80, not the first. In early duals 
a novice can be broken in by run- 
ning with a teammate of as much 
similar ability as possible. The en- 
tire team running as a group early 
in the race takes a lot of pressure 
off each individual. 

In some meets our good boys run 
with and talk to those who show 
good physical potential. This encour- 
agement helps remove pressure and 
ideas of easing up, which would 
jeopardize the team effort. 

It’s wise to scout opponents. 
Knowing the aggregate times and 
split-times of the other team en- 
ables us to make competitive assign- 
ments. An assignment will be to de- 
feat a certain man or get a certain 
place. Ability determines this as- 
signment. We match our strengths 


with their's and emphasize the role | 


of our 4, 5, 6, and 7 men. 


On a man-to-man basis, we expect 
our boys to defeat others with equal 
time and hope they catch someone 
previously 5 or 10 seconds better. 
Also if a boy is capable of placing 
5th, we send him for 4th—never first. 
In good years it’s well to know that 
any team placing 1-2-3 cannot be 
beaten. 

Emphasize warmth in practice and 
competition. Provide hooded sweat- 
shirts in addition to regular warm- 
ups. On cold days use analgesic on 
legs, feet and the small of the back; 
wear a towel as a muffler; tee shirts 
under the running jersey; stocking 
or ski caps; gloves; jockey shorts or 
long underwear. In rain, wear base- 
ball caps 

Finally, have pre-meet chalk ses- 
sions. Draw the course on the board 
and have each man relate his plan 
for the race in the presence of the 
team. 

It’s hoped some of these ideas 
prove as valuable to you as they 
have for us 


N Coach Bill Miller's nine years at 

Beaumont High, his coss-country 
teams have won two state and 
three city crowns and were state 
runners-up on three other occa- 
sions. They've won 24 straight dual 
meets the past 3 years. His track 
teams were city champs three 
times and won the 1959 state in- 
door crown. As this went to press, 
they were favored to repeat out- 
doors. Bill received his B.S. from 
Indiana, where he won two letters, 
and his M.S. from the U. of Illinois. 
He has had two previous articles 
published in Scholastic Coach. 


AND FEEL 
THE 
CUSHIONED 
FLEX OF 
END GRAIN 


GYM FLOORS 


CTION of any kind is welcome on this floor. 


Because of their high resiliency, Flexible Strip End Grain Wood 


Block Floors are actually kinder to the feet by lessening fatigue. 


In addition to this highly desirable feature, these floors resist 


wear, stay new longer and require only a minimum of maintenance. 


For long lasting floor beauty and resiliency, get the facts on this 
better floor for gyms, multi-purpose rooms and school shops 


Write today for installation data and specifications. 


THE JENNISON-WRIGHT CORPORATION, TOLEDO 9, OHIO 


ENNISON FLEXIBLE STRIP 
END GRAIN FLOORS 


SPORTS 
FILM 
PROCESSING 


VARSITY FILM LAB is under the sole 
ownership and management of Jack 
Herson, Cornell University’s football and 
basketball cameraman for the past 25 
years. As a pioneer in sports phoitog- 
raphy, he knows the importance of fast 
service 


Modern equipment and years of “know 
how” assure you of professional proc- 
essing. Important, too . we make it 
our business to be well acquainted with 
every means of transportation to speed 
your films beck to you 


We can also furnish fast duplicating 
service as well as titles or editing. Your 
films deserve the best handling possible. 
Protect your raw stock costs by sending 
the film to an established laboratory 
KODAK RECOMMENDS THIS LAB .. . 
what MORE can we say 


“Processing 1s Our Only Business” 


VARSITY FILM LAB. 


621 W. CLINTON, ITHACA, N. Y. 
Ph. 4-3635 


FLEXIBLE CANVAS 
TRACK SHOES 


U.S.PRO-KEDS” 


e Fits foot best e Ample toe room 
e Flexible crepe outsole e Extra wear 
protective toe cap elideal indoors 
and outdoors e Red and black e See 
your sporting goods supplier. 


United 
States 
Rubber 


48 


Screening Device 


(Continued from page 5) 


vides a record for future study as 
well as a record of the original 
lineup. Several cards with the squad 


already typed in can be brought to 


succeeding practices for easy: re- 


| cording of personne! changes. 


Following the lineup by positions, 
and separation into teams, the next 


| step is to give the starting cadence. 
| The first eleven players (lined up | 


in the offensive formation to be 
used) then move on the cadence 
down the field and return in five 


or ten yard sprints. By the time the | 


first team returns, the last team is 
ready to shove off down the field. 

This method of lining up teams 
on the first day of practice is par- 
ticularly good for the morale of the 
new players, as every man is on a 
team. By starting off as a member 
of a unit, the player is given a 
feeling of belonging—even if it’s on 
the fourth team. 

Candidates for respective posi- 
tions may test their strength and 


aggressiveness against the players 
who’ll furnish their competition for | 
a varsity position. From this con- 


tact, they can readily form an opin- 
ion as to who is the toughest. 

It’s difficult in normal practice 
situations to provide this type of 
competition. But a few sessions at 
the beginning of practice will, as a 
rule, permit the player to make his 
own evaluation and keep him from 
becoming disgruntled because he 
believes the coach may be 
looking him. 

After observing the teams com- 
plete the circle of the field four or 
five times, the coach may note that 
because of size or speed or some 
other obvious characteristic a can- 
didate should be moved up or back 
a squad. 

Once these teams have _ been 
formed, it’s helpful to assign col- 
ored jerseys or scrimmage shirts to 
the players so they can be easily 
identified thereafter as a unit. 

Coach George Halas has used this 
method of team identification for 
many years with the Chicago Bears 
as it provides an efficient aid in or- 
ganizing practice 

The next step is to have some 
contact. The blue unit (number 
one), for example, can line up op- 
posite the red (number two). The 
blue takes a defensive position and 
the red an offensive position. Each 
man faces his competitors for a po- 
sition, as shown in the diagram. 

The first play of the drill is a 
contest of full-speed, straight-ahead 


over= | 
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WING T and the 
CHINESE BANDITS 


By PAUL DIETZEL 


Coach, Louisiana State University 


Order your copy of this great 
book today ... the fabulous 
coach of the 1958  nationcl 
champs details his entire offense 
and defense in 11 big chapters 


Why Have Football 

Morale and Organization 
Story of the Chinese Bandits 
Off-Season Weight Program 
Reaction Agility Drills 
Scouting and the Master Sheet 
Opponent Analysis 
Quarterback Game Plan 
Squad Game Preparation 
Wing-T Offense 

Chinese Bandit Defense 


Price $5 


CHINESE BANDITS 
Box 14566 


Baton Rouge 8, La. 


PoOOOESOSSSSSSSSSSS SES ES SSS SSSSSSOSESSS ESOS SS ESESOSO SOOO DOS 


PeCOSOOSSOOSSSESSO SOS SSOO SOOO: 


BEST 
SPORTS STORIES 
1959 


Edited by Irving T. Marsh 
and Edward R. Ehre 


First-rate collection of out- 
standing American sports 
stories and photographs of 
1958, as judged by John 
~hamberlain, Bob Considine 
and John Hutchens. Gives 
complete listing of all 1958 
champions, “Who's Who” 
of contributors and features 
the following sports: 


Baseball Boxing 
Football Rowing 
Basketball Golf 
Track & Field Tennis 
Yachting Soccer 


$3.95 


E. P. DUTTON 
300 Fourth Ave., N. Y. 10, N. Y. 


charge for the line and fullback. 
The quarterback may hand off to 
the fullback or lateral to the half- 
back. The offense moves out on the 
count and the defense likewise 
moves straight ahead on the ball. 

No finessing by the defense is 
permitted. In fact, it’s good proce- 
dure to chalk in a lane that will 
define the area within which the 
players must charge. 

There’s very little, if any, coach- 
ing at the beginning. Participants 
in any sport seldom care to begin 
with fundamentals. However, once 
they see the reason and the need 
for them, their learning becomes 
much more rapid. 

Upon starting the contact drill, 
the coach should observe the play- 
ers in the following: 

1. The line-up position, 

2. The charge on the count or ball. 

3. The approach to block or de- 
fend. 

4. The position at contact. 

5. The follow-through. 

6. The desire for contact. 

7. The players’ physical strength. 

Each team organized should run 
a play against the defensive team 
before the defensive unit is changed. 


Then an alternate team should take | 
defensive positions and the offensive | 


units may repeat their charge 
against the new defense. 
In high schoo] or junior high ball, 


where some of the players are | 


younger and lighter, it’s advisable 
to have the first two or three units 
compete against one another. The 
lighter players, who’ll make up the 
fourth or fifth team, can then com- 
pete against one another more 
equally. 

Now, following the straight-ahead 
charge, where the quarterback has 
the option of handing off to the full- 
back or faking and pitching to the 
halfback for the sweep, the plays 
can be aiternated left or right. This 
will provide a good impression of 
those who shed their blockers 
quickly and have the best reaction 
and pursuit angles. 

Tackling the  ball-carrier isn’t 
necessary the first few practices. 
Just tagging him is sufficient until 
more game-like conditions are de- 
sired 

Following the fullback plunge on 
sweep right and left, a quarterback 
option run or pass permits an evalu 
ation of his running and _ passin; 
ability 

These are all the plays you need 
for practice until you’re satisfied 
that you're starting the season with 
the eleven best players and a 
knowledge of the remaining contact 
men on your squad. 


Planning 
stadium 
floodlighting? 


- 


Otube steel 
Oodlighting poles 
can be shipped 
from stock 

in 40’, 60’, 80’ 
fide 100’ heights. 
heights are 


) 


‘UNTON METAL 


CANTON 5, OHIO 


Menotube Floodlishting Pole 


BRAMPTON, ONTARIO, CANADA 


Quarterback Footwork 


(Continued from page 11) 


ball either changes hands or is re- 
moved in the same manner that it 
was placed 

The pitchout and fake pitchout is 
used on all plays that involve a 
lateral pass method of ball exchange 
somewhere in their execution se- 
quence. It also exists in two forms 

the regular, or underhand, and 
the overhead, used by some coaches 
at the option point of the Split T 
pitchout 

The regular, or underhanded 
pitchout may be thrown with a 
snapping, generally spinless, or a 
rising type spiral toss. The spiral 
may be thrown two-handed with a 
heavily cocked right elbow (pitch- 
out right), and a short left foot 
step in the direction the ball is 
thrown. 

Although there’s a difference of 
opinion on this subject, some be- 
lieve that right-handed quarterback 
can master a spiral type pitchout to 
his left, using the left arm as the 
primary propelling force, and step- 
ping with the right foot. 


The fake pitchout must be deliv- 
ered with exactly the same motion 
as the toss itself. The fake pitchout 
may occur both with and without 
the ball still in the quarterback’s 
possession. In each case, the motion 
is the same, except following a fake 
where the qb no longer has the ball. 
He then leaves his hands extended, 
simulating the follow-through of an 
actual pitchout. In a fake in which 
he retains possession, the ball is 
quickly returned to a point near the 


quarterback’s body, as further exe- 
cution is to follow. 

The overhead pitchout and fake 
pitchout is taught by some Split T 
coaches, being used at the point of 
option. The ball is held overhead by 
the quarterback and is pitched out 
or faked with a wrist snap, much as 
is an overhead basketball pass. 

It has the advantage of being im- 
mune to the tacklers’ interfering 
arms, enabling a last-second toss. It 
also creates a more realistic fake 
when used by a rapidly moving 
quarterback. 

The forward pass and fake for- 
ward pass is a much discussed fun- 
damental, and won’t be elaborated 
upon here. It’s sufficient to say that 
a good fake forward pass is an in- 
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CROSS-OVER STEP 


tte 


Rollout showing footwork used by right-handed pass- 
er in rolling out to his left and forward passing 


The Law 


Says... 


YO 


PROTECT YOURSELF FROM GUILT OF NEGLIGENCE 


A greater “tage of all expensive, permanent athletic 
. . . 2 . . P P 
injuriege ; uries. A broken tooth, no matter how 
you & Rees. w is a permanently disfiguring 
seg ~ e of injury. They cannot, 
Re PR ‘ effort unless you provide 
them be *, ‘no substitutes —ask for 
FEAT *. Ea 
@ individually fitted around each 
tooth 
@ Does not interfere with breath- 
ing or speaking 
@ Total protection against teeth 
getting broken or knocked out 
@ $250.00 insurance policy giver 
with each Featherbite 


PROTECTIVE MOUTHPIECE 


U.S, PAT. NO. 2,705,492 


injured this player 


*In a recent California case, a jury awarded a 
17-year-old high school football player $325,- 
000 in his damage suit against the school district 
for which he played. 


Guilty...or NOT Guilty? 


f 
*“Athletic coaches and physical education teach- 
ers in particular never know when their actions 
may be the basis for litigation and may be sub- 
=) jected to situations for which many courts have 
sg held the teacher or school district liable. Foot- 
ball coaches and school districts owe a duty to their players to pro- 
vide them with adequate protective equipment.” 


WEARERS OF “FEATHERBITE” DOUBLY PROTECTED 


**“ in addition to positive tooth protection, the wearing of the 


individually fitted Featherbite mouthpiece renders a much lower rate 
of jaw fractures and the potential of brain coneussions from jawbone- 
brain trauma is reduced, because the shock is absorbed.” 


**Joseph P. Dolan, Ph.D., Texas 
Coach, Oct. '57 


*Dr. Cecil Garrison, Athletic Jour- 
nal, Dec. '58 


See Your Sporting Goods Dealer or Write Dept. S-C, Featherlax 


Manufactured by FEATHERLAX CORP., State National Building, Houston 2, Texas 
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Quick HAND-OFFE 
OR FAKE HAND-OFF 
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The fade-draw-fade 


valuable aid in slowing the charge 
of an inexperienced opposing line- 
man, in that it will cause him to 
jump. 

Likewise, an inexperienced de- 
fensive back who may “peek” at 
the passer will invariably be faked 
into letting a receiver slip behind 
him. The fake pass also serves the 
function of establishing a favorable 
motor rhythm for the real throw 
which follows. 

The pump fake occurs on an up- 
and-down or vertical plane, while 
the fake hand-off is in a right-and- 
left or horizontal plane, and the 
fake forward pass is in a front-and- 
back or latitudinal plane. 

It involves raising the ball with 
both hands to passing height, and 
returning it abruptly to the stomach 
level, similar to the action used in 
operating a barnyard water pump. 
It may be used with back to the 
line as part of a faked draw play, 
or facing the line to deceive line- 
men as to the passer’s intentions. 
The pump fake may be used singly 
or repeated, dependent on circum- 
stances. 

The hand-without-ball fake is sel- 
dom used in the T as of this writing, 
but still finds a place in the attack 
on fake counter or trap plays, where 
the use of a fake hand-off would be 
awkward. It also occurs when the 
ball is no longer in the quarterback’s 
possession to simulate a hand-off to 
a second man through. 

It’s accomplished by placing a 
hand in the stomach area of the 
back moving into the line, as if giv- 
ing him the ball. 

Many means of avoiding tacklers 
exist, but only two will be mentioned 
here—one for a stationery passer 
and the other for the rollout variety. 
Each has two options. 

The side-step and fake side-step 
and cross-step is used to avoid a 
tackler who has penetrated pass 
type blocking. It should always be 
preceded, if possible, by the fake 
forward pass. 

The side-step involves dodging to 
one’s left (right-handed passer); 
the fake side-step and cross-step 


INJURY STOPPERS! 


J nite 


FINEST ‘ALL VINYL FOAM 


GYM MATS: WRESTLING MATS 


® Made of Ensolite®—U. S$. Rubber 
Co.'s finest grade vinyl foam. 

© Absorbs up to 10 times more shock 

than most mats. 


Prevenis impact injuries, mat burns. 
4 times lighter, less bulky than 
conventional mats. Easily stored. 

© Vinyl! coated with new PEC-10* for 
durability, long life. 


® 100% sanitary, easy to clean. 


© Fire resistant. 
Write for Ne 
1959 Catalo *PEC-10 is a formula of the Protection Equipment Co 
PROTECTION EQUIPMENT COMPANY 
100 Fernwood Ave., Rochester 21, N. Y. Plant: Sunbury, Pa. 


GYM MASTER LOW BARS 


An entirely new design in 
low parallel bo: 
Guaranteed not to tip! 


Only 14 inches off the fl valu 
able aid in teaching | tands, 


levers and other stunts e ad- 
vancing to convention rallel 
bars. Lightweight, can ioved 
easily by one man. O yours 
today! Only $25.( QO denver, 


FENNER-HAMILTON 


Trampolin Co. 
3200 S. Zuni St., Englewood, Colo. 


dodges to the right. Since it involves 

PROFESSIONAL , | “” ‘ : 

A LOW COS QUALITY two fakes (pass and side-step) | The East's Ovtetunding 
| prior to lateral movement, it’s be- Basketball School 


TRAMPOLINE | gun when the tackler is a little | EIGHTH ANNUAL 


farther away than in the simple 


ba: | ADELPHI COLLEGE 
pil. COACHING SCHOOL 


JO. ATR-510-S Aug. 17-19 Garden City, N. Y. 
. for Schools, Camps, Y's Oa Faxe nano one Oa Fane ano OFF BONES McKINNEY 


and Playgrounds ee, Wake Forest College 
@ STURDY © DURABLE © ADULT-SIZE REVERSE P1VOT BEN CARNEVALE 
7 8 


No question about it here is your BEST | ANO PAUSE —— 
trampoline buy for ordinary gym or outdoor U. S. Naval Academy 
and here's why—because Aaico No 


ATR 510-S is built to last—feotures a rigid GEORGE FAHERTY 


frame of heavy pipe with rounded corners P 
for satety and streamlined appearance. New Adelphi College 


spring suspension brackets simplify installa 


tion ond reduce wear on springs. Maximum JOHN LONGFELLOW 


safety and freedom of action are assured as Muncie (Ind.) Central H. S. 
there are no braces under the bed. Easily set 


vp and teken down—legs may be removed C * 

for storage . LO JOHN SIPOS 
SPECIFICATIONS Huntington (N. Y.) H. S. 

Overall frame dimensions 7'6'' x 12'6" x 30 

high. Bed size, a full 5’ x 10’. Equipped with ' RALPH CARLISLE 

latest design Aalco No. TBN Nylon Bed for Lafayette Sr. H. S., Lexington, Ky. 


extra lift and long weer, and set of weather 


proof steel springs LOU CARNESECCA 


we $204.00] “ree ar 


, Tuition: $290 (includes semi-private 
See Your Sporting Goods Dealer, or | 
Write for Additional Details room and set of notes) 


FREE! Catalog of Complete Aalco Line 


AALCO MANUFACTURING CO. 


2729 Wyandotte St., St. Lovis 11, Mo. 


o 


For details, write: Co-Directors 
FAKe PASS 


ponte JOHN E. SIPOS GEO. E. FAHERTY 
PUMP FAKE Huntington H. S. Adelphi College 
Huntington, N. Y. Garden City, N. Y. 
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EL ECTRIC The change-of-pace fake by a roll- | | Coaching School 
( asser combines >» fast-slow- 
SCOREBOARDS )ut passer combines the fast-slow Aug. 12-15. Moorhead, filnn. 


fast shift of speed so frequently used 
by a broken-field runner with a 
quick fake torward pass while mov- PAUL F. DIETZEL 
Louisiana State University 
1958 National Football Champions 
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ing. An option exists in the possi- 
bility of an actual forward pass be- 
ing thrown, thus adding deception DAVID M. NELSON 
to the movement. University of Delaware 
The footwork and ball-handling Originator of Famed Wing T 

techniques of the qb in _ several 

| common T formation play sequences PETE NEWEiL 
come next. (The inset diagrams | } University of California 
show the backfield assignments that | | 1959 NCAA Basketball Champions 
accompany the respective qb move- | | 
ment.) FRED SCHAUS 

rhe Model N-400 1V Football These techniques include: West Virginia University 

scoreboard (illustrated above ) 1. The dive-belly-pitch series of 1959 NCAA Basketball Runner-Up 


will be delivered and installed _ ee « ee ere | WALLY JOHNSON 
The sph ee ee | University of Minnesota 


| The spin, fake, and fade. Big Ten Wrestling Champions 
play this season if you act now. 4. The fade-draw-fade. 


WRITE OR Football “28” 5. The direct fadeback (facing | }} Tuition: $15 

WIRE FOR Basketball “18” the line). (includes fish fry, banquet, golf) 

CATALOGS Baseball “38” 6. The rollout, showing the foot- Hy 
work used by a right-handed passer | |! 2, en eeeneiiianiiaiie nate: 
| in rolling out to his left and passing. . M. , Ath. Dir. 

NADEN INDUSTRIES 7. The quick pitch, trap, and roll. | Concordia College, Moorhead, Minn. 

8. The bootleg. ™ 


» 
by our own crew in time for 3 


for further information, write 


Webster City, lowa 


THE PERMANENT MULTI-UNIT ALUMINUM 


BUCKBOARD 


erreMOuT OR || Makes all other diving boards obsolete 


The only sensible answer to the 
springboard problem 


O00 BFOd0O 


Gvick pitch, wap, end roll Thousands now in use 


where springboards 
get the greatest use 
and abuse. 


HAND-OFF OR BALL TO HIP @® 
FAKE HAND- OFF o 


The only springboard ever designed 
to permit prcctical repairs. Permits 
} instant repair or replacement of any 
® part at the pool. 


and Olympic Championship events since 1951. 
@ A Unapproached in both performance and economy 
The PERMANENT board with the PERPETUAL GUARANTEE 


NORMAN BUCK wrs. co. 2332 c EASTLAKE, SEATTLE 2, wasH. 


x} The springboard actually used at National AAU, NCAA 
Oo? 
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The bootleg maneuver ‘ portable 


. 
One additional motor skill remains " » sectional 


and it’s an unpleasant one—‘“eating”’ 


t 
the ball. . cool permanen 


1. Grasp the ball tightly with = ERANDSTANDS 


both hands into the stomach area 


immediately . ERS 
2. Assume the fetal position; that | SAN BLEACH 


is, knees bent, chin on chest, and 

back bent in a C-arch forward. " es 

3. Attempt to fall forward while or The ' 

being tackled, but don’t try to drive the Snyder all steel grandstand 

forward if already hit. = illustrated, insures long usage 
and safe seating 


: Easy to install, d i so ad 
aaeaeee ORIGINAL seer Sani ‘ttitioan nn bo. odded 
: and planned for future installa 

COACHING CLINIC 


; ; SI] ; der Steel Stand is safe, econo 
at Wisconsin State College em mical and practical. 
2 
8 


‘tower type’ construction on 


tion of shower facilities this Sny 


If you are considering a similar 


July 15-18 Superior, Wis. 
ADOLPH RUPP, Ky., Basketball 
ARA PARSEGHIAN, Nowest’n, Foof. 
MILT BRUHN, Wis., Football 
LLOYD STEIN, Minn., Training 
pius outstanding H. S. Coaches 


m2 stp Ss | ie installation or need help in plan 
: : er ning; consult our engineers. They 
will gladly help you with your 


grandstand or bleacher problems, 


For further information write: 


| 
Fee: $15 (includes entertainment) 


MERTZ MORTORELLI 


Wisconsin State College ‘SNYDER TANK CORP. 


Superior, Wisconsin P.O) Bbx 14, Buffalo 5, N.Y. © P.O. Box 2390, Birminghom } 
i iicntmanimannttiiaiantieaenls - 
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SPECIALISTS IN FIELD EQUIPMENT Defensive 


a Key-Breakers 


(Continued from page 16) 


The next key-breaker is off the pull- 
ing of the frontside guard. In this 
action, the right guard normally pulls 
and cleans out the end and the right 
halfback fills for the pulling guard, 
while the fullback goes off-tackle with 


THE “TOUCHDOWN WAGON” $450 the ball. After the linebacker gets 
blocked by the filling right halfback 


Football machines have entered the jet age. i tow thnse, hale eeteeiitened ten 
Our football charging equipment really develop speed, maneuverability and the key-breaker (Diag. 11). 

game-like scrimmage situations. 

Stop using scrubs for “CANNON-FODDER.” There is a model for every need 
and to fit every budget 


Other Models Which Are Not Illustrated) 
Two-Man Hit-and-Go Charging Sled—$168.00 °* U-Build-lt Seven-Man Sled—$259.00 
Seven-Man Hit-and-Go Team Training Sled with spinning, cross-blocking dummies—$895.00 
We manufacture a complete field marking service 


P 7 y 100 Ib., 50 Ib. and 20 Ib. capacities. 
Two, three or four wheel styles. 
Priced at $19, $36, $65 and $89. 


We also produce the now famous Eight Lane Multiple Track 


4 / Markers priced at $175 and $198 
© Write for our catalog which lists more than one hundred items 
T R A C ¥ A N D , | E L D | N C When the right halfback notices that 
’ . the left inside linebacker is pursuing 
SLIPPERY ROCK, PENNSYLVANIA SALEM, OREGON the offensive right guard’s pulling ac- 


tion to the right, he gives the quarter- 
_| back this information. On the next 
BETTER FITTING FEMALE play from scrimmage, the quarterback 
# slips the ball to the right halfback 
TENNIS SHOES PHYSICAL EDUCATION from this action, and the right half- 
back should be wel! upfield before 

SUPERVISOR WANTED 


anyone realizes the deception. 

We feel that the fullback draw play 
is an excellent key-breaker versus a 
defense that keys the uncovered line- 
men, and also for a drop-back passing 
attack (Diag. 12). All 11 offensive 
players must be real actors to make 
the fullback draw play effective. The 
center, guards, tackles, and halfbacks 


to assist physical education director 
in planning and directing diversi- 
fied program for Center’s female 
membership. Most modern plant 
facilities. Excellent post for woman 
seeking career in recreation. Good 
personnel practices. 


Beginning salary, $4,600 all show very sincere pass-protection 
JEWISH COMMUNITY CENTER blocks, whiie both ends button-hook 
into the flats to freeze the corner- 


Att: Irwin Shaw, Executive Director 
18100 Meyers Road, Detroit 35, Mich. 


backers. 


| Sport Service 


Sports editor answers your sport 
questions—facts or opinions on 
history, rules, records, champions, 
and bibliographies on all organ- 
ized national and international 
sports and Olympic games. Ar- 

| ticles, speeches, research and 
biographies written at special When the defensive linebackers, 
U it d rates. | who ae oo the pote guards, 
* } see the two offensive uardas come up 

7 vs George Young, Box 447, Radio | into a pass-protection Slock, the Shee 
States City Sta., New York 19, N. Y. backers will quickly retreat to the 
short middle area. The offensive 


Rubber a guards will stay in a pass-protection 


U.S.PRO-KEDS* 


e Flexible Arch Sole e Lightweight 
e Full-cushioned Insole e Shockproof 
Arch Cushion e Outsole perfect for 
grass, clay, cement, asphalt courts 
e See your sporting goods supplier. 


block for a three-second count, then 
go get the linebackers. 

The tackles show pass-protection 
blocks for a three count, funneling 
the defensive tackles to the outside. 
On the third count, the tackles release 
and go downfield and cross-body block 
the defensive halfbacks. 

The center pass-protection blocks 
the middle guard to whichever side of 
center the middle guard commits him- 
self, when the drop-back pass action 
shows itself. 


LOCKER BASKETS 


| SPACE SAVING 
UNIFORM 
HANGERS 


All welded steel wire. 
Moiten Metal dipped (tin 
alloy) after fabrication to 
insure maximum corro 
sion resistance. Available 
in sizes to meet your lock. 
er room needs. Write for 
descriptive literature and 


ELECTRIC SCOREBOARDS 


Did your football and basketball score- 
bourds operate efficiently the past seasons? 
Or were the fans “in the dark” part of the 


time due to timing inaccuracies and poor 
readability? Now is the time to plan on 
installing the best boards money can buy. 


The quarterback drops back, hold- 
ing the ball high in his throwing hand. 
On the third count after receiving the 
ball from center, the quarterback 
brings the ball down into the full- 
back’s stomach, who has remained 
stationary in his position. The full- 
back then comes up the middle with 
the ball, looking for daylight off the 
center’s pass-protection block. 


If you have an offense that features 
pulling guards on most of your plays, 
you can keep the secondary defense 
quite honest by the following ruse. 
Pull the right guard to the right and 
the left guard to the left: then send 
the fullback right up the middle 
(Diag. 13). This can gain a sizable 
amount of yardage and completely 
destroy any faith those inside line 
backers might have had in their keys 

These key-breakers certainly aren’t 
an offense in themselves. But every 
offense needs a few plays that will 
break down the keys of the well 
coached defensive opponent so that 
the basic offense may function with 
success 
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“IMPACT INJURIES TO THE HEAD” 


an interesting article in our 
catalog sent on request 
U.S. MAT CO. Div. 
SERVICE CANVAS CO., INC. 


145 Swon St Buflcle 3,N.Y 
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AALCO MANUFACTURING COMPANY 52 


ATHLETE’S FOOT ITCH |=" 
AUSTIN, R. E., & SON 45 


this “hospital-tested” way! BROWN, M. D., COMPANY 55 


Amazing “hospital-tested” Ting Anti- healing of cracked, peeling toes with in- BUCK, NORMAN, MANUFACTURING CO. 53 
septic Medicated Cream brings remark- credible speed! Ting dries immediately BUCKNER MANUFACTURING CO., INC. 20 
able relief three ways: (1) Instantly to a soothing, antiseptic powder that 
relieves awful itching and soothes sore, clings to feet...giving blessed relief for 
burning skin! (2) On 60-second contact, hours! Easy to apply, greaseless, stain- CHAMPION KNITWEAR COMPANY 26 
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Thus prevents spread of infection. (3) Aids back if not satisfied. ©1957 Pharma-Craft Co COACHING SCHOOLS: 
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they All can have Active fun in your gym 


Roller skating is more fun than a barrel of monkeys, and it 
entertains and exercises more people in less space than any other sport. 
Little equipment is needed, little supervision is necessary. 
That's why more and more schools are making roller skating a definite 


part of their physical education and recreation programs. 


NEW RUBBER-PLASTIC WHEELS ARE KIND TO GYM FLOORS 


These new Duryte rubber-plastic wheels outwear others and 
are guaranteed not to mar or scratch the floors. “Chicago” 
has a skate designed for any type of floor surface or finish. 
Write today for free details on roller skating programs and 


skating equipment. 


ey 
MS hates Chicago Roller Skate Co., 4478-F W. Lake Street, Chicago 4, it 
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lvor ~ OPEN LETTER 


To those entrusted nith the responsibilit 5) of the 
safety of others 


It has always been the policy of The Ivory System to consider the 
safety of the athletes as well as the budgets of the athletic departments 


of the schools and colleges when reconditioning sports equipment. 


By refusing to cut corners, we feel that when we complete our job 
the reconditioned equipment provides the same protection it did when 
new. From years of experience we realize there is no real economy in 
repairing with inferior material. It ultimately shortens the life of the 
equipment. We feel that equipment designed to protect athletes from 
injury should provide just as much protection after being reconditioned 


as it did in the first place. 


To the thousands of schools and colleges which have been using our 
services for many years and are fully aware of the quality of our work- 
manship we want to express our appreciation, and assure them that this 
service, which has made Ivory System the largest reconditioners of athletic 


equipment in the country, will be continued. 


To those who are not yet fully cognizant of the quality of our work- 
manship, we welcome the opportunity to demonstrate what we can do. 
We'd like to prove that where you send your sports equipment to be 


reconditioned does raake a difference. 
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